SINCE 1947 


SPEAKERS 


BOOKSHELF SPEAKER in wal- 
muL-grained vinyl-covered 
7x10¢x22 enclosure. Has 
4" dia 16 ohm 1 W speaker 
and 6 foot cord with RCA 
plug; 2 lbs sh. #ER-WD-SFK NEW $4.50 ea 2/$7. 
SPEAKER PAIR in PLASTIC 
ENCLOSURES, each 4" dia 
16 ohm 1 W speaker in 
attractive 6#x6£x5} en- : 
closure with 6' cord E 
and RCA plug. White & =a | 
black plastic per pic; —_ —— 
4 lbs sh wt. #ER-PL-SPK-PR NEW $4.95/pair. 
SPEAKER WRAP for assembling 104x20x4 walnut- 
grained vinyl-covered Si glnabd A: grill 


q 


cloth. 7 lbs sh. #ER-SPK-ENC, 2/$3.00 
6 X 5 SPHAKER, 2 watts with 
1§" dia magnet. Specify 8 or 
16 ohms; 1 1b. $1.35 $95/100 
*OK KK KOK KOK KK OR OK OK 


100 = 500 LOT PRICING available on all above. 


TRANSISTOR AUDIO AMP 


TRANSISTOR AUDIO AMPLIFIER 
¥ a w/5-transistors, on-off- 
‘stn a volume and tone controls. 
6s ue *. Inputs for ceramic or orys: 
ce ae | * tal phono cartridges. Oth- 
oe 20 MMe er possible uses as home- 
— brew receiver, intercoms, 
child's projects. Use with 8 or 16 ohm 3" or 
4" speaker. Req 6-9 V AC or DC; no further 
info. 1sx2ix32. #ER-10-1231 NEW $2.95; 2/$5. 


100, 500, 1K LOT QUANTITY PRICES AVAILABLE, 


TELE COSTER | 


TELE COSTER I TELEPHONE 

METER, cost-effective £ 

device for the indivi- £ 

dual or business who . 

wants to keep "tabs" 

on the length and 

costs of long-dis- 

tance and, perhaps ¢ 

soon, local telephone calls. ® 

Initial and secondary rates/period are pro- 
grammable using the numeric plus 6-function 
keyboard. LED display shows cost/period plus 
elepsed time hr-min-sec. Also display flash- 
es 15 sec before rate change and has X60 
speed-up time so maximum acceptable charges 
could be determined before the call. In 
sturdy, handsome beige plastic case. Re- 
quires 115 VAC 60 Hz; 2 lbs. NEW w/info $10. 


ORDERING 
FORMATION 
SEE PAGE 2 


MINIMUM 
ORDER $5.00 


FAIR RADIO SALES CO. 
WORLD’S FINEST 


ELECTRONIC 
SURPLUS 


GOVERNMENT 


AND COMMERCIAL 


MANY ITEMS AT SPECIAL SALE PRICES! 


RT-77/GRC-9 BACKPACK TRANS- 
EIVER, covers 2-12 Mhz AM & 
CW in bands 2-3.6, 3.6-6.6, 
and 6.6-12 Mhz; Hi-LO out- 
puts 7/1 watt (AM), 15/5 W 
(CW). Receiver section has 
456 Khz IF and calibration 
points every 200 Khz. 
Transmitter can be contin- 
uously tuned or two preset 
channels; uses 2H22 tube 
in power amp. Set also in- 
cludes tubes 2/114, 3/1R5, , 
185, 3/3A4, 3Q4; requires . 
580 vde 100 ma, 6.6 vde 2 amp, 120 vde 45 ma, 
1.5 vde 500 ma, 6.9 vde 575 ma. RI-77 was 
used in field and vehicular installations 
with a number of power supplies designed for 
it such as GN-58 handcrank generator avail- 
able below, PE-237 6-12-24 VDC vibrator sup- 
ply, DY-88 (12 VDC) & DY-105 (24 VDC) dyna- 
motor supplies, PP-327 115 VAC supply. 16x15 
x8, 35 lbs sh. Used, $39.95; MANUAL, $8.50 
GN-58 HANDCRANK GENERATOR,with legs, seat, 
two cranks; powers RTI-77 at reduced outputs 
3.6 W (AM), 10 W (CW). 39 lbs sh. Used $35. 
CONNSCTORS f/GRC-9 as available, $4 ea w/set 
HS-30 HEADSET w/CD604, used $4.75; unused 38. 
T-17 MICROPHONE, used $6.95; reconditiond $9, 
J-45 LEG IRON w/J-37 KEY, used, $12.00 


AN/PRC-47 
RADIO SET 
mwith RT-671 
transceiver 
as the maj- 
or compen- 
ent cover- 
ing 2 to 
11.999 Mhz USB (voice and CW+#800 Hz) in 1 Khz 
steps. power output 100 watts PEP (Hi) or 
20 W PEP (Lo). FSK mode possible if used 
with suitable converter (not available). Col- 
lins manufactured set is transistorized ex- 
cept for PL-177WA tube in power amp and tubes 
5907, 7761, and 7905. Has 5-place mechanical 
digital tuning, P-A load and tune controls, 
and KMTR output meter. Designed for field or 
vehicular use, RT671 operates from either 24 
VDC 20 amps or 115 V 400 Hz. 7x214x13%, 45 1b 
sh. Used-reparable $375. W/H-33 hendset, AS- 
1320 antenna, $295. MANUAL repro $17 w/purch. 
Kok KR kk KOR KOK OK KOK OK OK OK OK OK OK OK OR OK 
PRC-$47 ACCESSORY PACK: AS-1521 15' whip an- 
tenna, LS-166 speaker, H-255 headset, J-45 
key/leg-iron, CX-8396 cable, U-239 adapter, 
backpack harness & frame, and aluminum tran- 
sit case; 95 lbs sh. $55 w/RT-671 purchase. 


Fair Radio Sales Co. 


P.O. Box 1105 - - 1076 E. Eureka St. 
Lima, Ohio 45802 


419/223-2196 
419/227-6573 


POLARAD 1107 SIGNAL 
GENERATOR, 3.70 to 
8.40 Ghz CW, square 
wave, and sawtooth 
FM; has three place 
mechanical digital 
tuning. Output at- : . _ 
tenuator continuously tunable from 0.1 u-volt 
to 500K uv. Internal square wave and FM rate 
800-1200 Hz; FM sweep adjustable over 5 Mhz 
most of band. 2/A713441 transistors and tube 
4/042, 3/12AK7, EL34, 8068, Al16001]1 Polarad 
# klystron, Requires 115/230 Vac; 54x16gx18q 
50 lbs sh. Used-reparable w/book, $350.00 


UNIVERSAL BRIDGE 


ZM-30/URM-90 RESISTANCE- 
CAPACITANCE - INDUCTANCE 
BRIDGE, portable unit has 
ranges: resistance 0.1 
milliohm to 11 megohms, 
Gapacitance 0.1 pf to 
1100 mf, and inductanoe 
¥)} 0.1 uHy to 1100 Hy. Also 
* dissipation factor (R/xX 
or D) 0.001 to 1.05 and 


¥ Pao, mas ae 
storage factor (K/R or Q) 


0.02 to 1000. Frequency range 100-10000 Hz; 


f “ 
IO 


Case 


1 Khz internal oscillator. Uses 6U5 eye tube 

as internal detector for AC measurements; 

115 VAC 50-60 Hz; 104x114xll, 23 lbs sh. 

Used, reparable, $89.50; Checked, $125.00 

ROBOTICS MOTORS 

15° STEPPER MOTOR, removed — 

originally used +9 to +40 ‘cell 

VDC pulse. Hi-speed, hi- , 

gram. 1x4" dia shaft; o/a Sgxl-5/8 dia, 2 lbs 

BINDER #4-62 4Qfield $17.50; #2-62, 2n, $17. 
1.5 A/$; 28 VDC input pulse. gx 
4" dia shaft; o/a Sxd2x3, 2 lbs 
equipment. #20M34C1, $12.95 

26 VDC REVERSIBLE MOTOR with 

RPM @°26 VDC 1.2 amps. 

Clutch engages at 10 VDC 

which allows variable speed over 10-26 VDC. 

Rated for intermittent duty. Spline 3/16" dia 


galvanometer for DC measurements. Requires 

MANUAL, partial reproduction, $10.00 

from computer printer; 

performance; w/original driver circuit dia- 
15°4-PHASE VR STEP SERVO, 5 ohms 
sh. Made in Canada; removed from 

cluteh for fast stops; a 

shaft; o/a 4x13" dia, 1 1b. #SR-215 NEW $8.95 


CATALOG 
INFORMATIO 
This IS the only 
Catalog we will 


issue this year. 


A supplement will 
be sent in the Fall. 


FAIR RADIO SALES CO., INC. 


Size: 2xlax4 
6625-810-6743 
Unuseo $2.50 


FS=50 UA w/ 

mirrored 

scale, zero 

adj. Scale: 

4.0-20.0 GMS 

% HEMOGLOBIN. 

Mount on pan- 

el front or 

behind. Fits 2%" dia. hole. 
54x6x2; Beede mfg., $7.95 


CALBIOCHEM me- 
peers FS=50 UA 
| 2-3/8" square. 
} Used, $4.95 
| #200037, 0-150 
| -350% GLUCOSE 
scale. 
0-.3% BLOOD ALCHL. 


#200039, 
4-24% HEMOGLOBIN 


#200056, 


DC AMMETERS bj 
Mercer Hlectron- | 
ies, 34x3¢; fits 
hole, 
MV; NEW. 
0-300 ADC $7.95 
O=800 ADC $7.95 


in 2)" die 
F3=50 


0-50 KV DC & 
0-20 VDC scale 
FS=1 MA DC; 
48x4 blk face. 
Mercer Elec 


Scales are not linear. 
Size: 1-9/16" sq. NEW $2 
#oVR/CEM, FSs250 ua (100 
center); 1-2-3-5-cal sc. 
#PWR-S/CEM, as above but 
O-5 pwr, 1-9 S-urits. 
#S-PuUR/CEM, ¥3-200 ua a_(75 
ua ctr); 1-9 
CLEAR PLASTIC 
METERS, 2-3/8" 
$a. fit 2-1/8" 
dia. hole. MI 
mfg. Unused. 
wee =6D1145-2, 0-5- 
50 MADC, FS-5 madc, $4.95 
#D1159- ae 0-50-500 MADC 
scale, FS=50 madc, $4.95 
#013630, 0-3 VDC, $4.95 


MICROMHOS DYNAMIC 
MUTUAL CONDUCTANCE 
,USED IN /-|77 TUBE 
» CHECKER Basic 0-].4 
MA. HICKOK #I547A 
STK# SF 1350 $4.95 


DRE EPLACEMENT 
METERS 0-250 
SCREEN VOLTS, 
FS=! Ma. 23" Rp, 

SEALED. New $5.95 


DECIBELS 


-|0-0- 6+ os 6mw 600 onMs 
2s" ro.VWeEst. 2837 


-|2-0-8} o8 100 uaFs 33"'RD 
BLK. RUGG. Wacd586 wn $7.95 


-12-0-+8 DB, FS=100 ua, 33" 
rd. blk. face. Used, $5.95 


~20-0-3+ 0B Fs-199 muA rok 
#GA50934 


Power Set +6 To O To-3 
23" RO. Fs-200 UA, Wa 


INE 
1496/400 rucc/seaL U 


3.95 


peers MULTIMETERS 
by Modutec. 
<— ™ | 5x4, zero 
- _j adj, mirror- 
ed scale. 
Fits 2-5/8" 
dia. hole. 


#841974, 0-10 VDC-AC rms-UA 


DC, 0-28 VAC p-p, OHMS. 
FS=100 uadc, new, $7.95 
#821155, O-+100 VDC, 0-75- 
150 MADC; FS=100 uade. Not 
mirrored; 3x24. Fits 2-1/8 
dia. hole. Unused, $5.95 


PRESSURE METER 

0-30-60 in in- 

erements of 10; 

electrical type 

as used in mil- 

vehicles. 24" dia 

O.D. green rim; #6620-514 
-4662, unused, $5.95 ea 
BATTERY CHARGE, FSs10 amps 
redline 6 A; 25" rd, Ben- 
wood-Iinze mfg. Unused, $4. 


ROENTGENS 
PER HOUR METER 
50 MI CROAMPERE 
D.C FULE SCALE 
33" RUGGEDIZED 
REMOVEABLE 
PLASTIC LENSE, 
BLACK FACE. 
Top scace 0-500,Lower 0-10 
#300- 10764 UNUSED $3.95 


BALLENT INE 
V.T.V.M. 
METE 
ONLY 
ee ie 
DECIBELS 
0-20 
Weston 643 
43" OR EQ. 
MFG. PT. NO. 205007 NEW 
STk#6625-557-0899 $8.95 


VACUUM GAUGE 

0-30" vacuum 

scale (0-10-15 

-20 not gradua- 
ted); 2-1/8" dia 
Marshalltown mfg 
#EC-324, NEW, $4.50 


ME-68/PRC-14 
0-200 UA meter 
consists of 
1g" dia meter 
in rubberized 
housing w/U-77 
plug on rear, Meter easily 
removed. 3x1 dia; NEW $5. 


Other SMALL METERS, 1§" aq 
sealed types; used, $6 ea: 
#20UA10 0-20 se FS-200 ua. 
#6719 -20-0-+20 se FS=1 ma, 
#M/618s, O-10 soeale Fs=2 MA 
white face; used. 
#50UA/131, 0-50 UA DC; blk 
face, DeJur 131; used. 
#5T5/131, 50-0-50 seale; 
FSe5T5S UA, blk face; used. 
#M1/GRC14, FS=50-0-50 UA; 
blk face Phaostron, used. 
#BAT/T195, FS=25 ma, 0-500 


Seale; blk xaos used. 
* k x kok OK Ok * o 


YU-METER, San: aie as blk 
face; p/o T-195 transmitter 
#7U/T-195, used, $8.95 


Rene) Ne TIME 


RUNNING TIME 
METER, 33° rd, 
5-place; 115 
Vac 60 Hz. 
#RIM- WRT oF 
Used, 39.95 


LF-GAS METER, 0-1 
vVpc full scale. 
Mounts in 2" dia. 
hoie. Chrome 


finish yaeoete 2, 


STORE HOURS 
9 A.M. to 5:30 P.M. 
MONDAY THRU FRIDAY 
9 A.M. TO 1 P.M. SATURDAY 


TERMS 


PRICES NET, F.O.B. LIMA, OHIO 
SEND MONEY ORDER, CER- 
TIFIED CHECK, VISA, or 
MASTERCARD with PURCHASE 
ORDER for IMMEDIATE SER- 
VICE. 


We reserve the right to hold an 
order accompanied by personal 
Or company check until after 
check clears the banks. 


MINIMUM ORDER $5.00 
Orders less than $5.00 
ADD $1.00 HANDLING CHARGE. 


Include sufficient money for 
shipping charges. (UNUSED 
PAYMENTS RETURNED AT 
ONCE.) Otherwise we will send 
shipping charges collect. 


C.0.D. ORDERS, SEND 50% of 
PURCHASE with ORDER. CASH 
BALANCE will be COLLECTED 
UPON DELIVERY. 


When writing for information 
PLEASE state what specific 
information you desire. 


DESCRIPTIONS 

ALL MATERIAL OFFERED IN 
THIS CATALOG IS IN “USED- 
COMPLETE™ CONDITION, UN- 
LESS QUALIFIED AND/OR 
NOTED AS "RECONDITIONED," 
"UNUSED," OR "NEW." 

MERCHANDISE §S NOT OPER- 
ATIONALLY CHECKED UNLESS 
SPECIFIED AS “CHECKED.” 

EQuIPMENT DESCRIBED AS 
“REPARABLE"=-MEANING "A= 
BLE TO BE REPAJRED''--IS 
ELECTRO-MECHANICALLY COM- 
PLETE, BUT REQUIRES SOME 
TROUBLESHOOTING BY THE 
CUSTOMER. 


AC VOLTMETERS 


0-2 VAC 2%" dia; Simpson 
Model 125, used, $4.95 


0-8 VAC, 3$* rd; various 
manufacturers, used $6.95 
0-10 VAC 23" rd. 

Se" rd or sq $5.95 isiaees: 


0-30 VAC 33" rd. various 
mfg. unused $8.95 used $7 


S0-150 Vac 60 Hz, various 
22" rd., used, $6.95 


3h rd., Hickok 
Model mM used, $5.95 
0-15 VAC, 3$* rd., various 
ge, used, 
0-450 VAC 3g" rd sealed; 
5 V increments, used $7.95 


AC AMMETERS — 


O-3 AMPS AC, scale not 

graduated; 33° rd, $9.95 
0-125 ACA FS=5 A for 400 
Hz; 33" rd. Hickok $9.95 


0-300 ACA FS-5A, 32% ra 
black face; used, 95 
CURRENT TRANSFOR- 
MERS for AC amme- 
ters; unused. 
#7150, ratio 260: 
; ‘ 5 A, 40 VA 50- 
125 Hz; 12 x4" dia, $4.95 
#3947, ratio 200:2.5 A 5VA 
1¢x33" dia, $2.95 


1016 E. EUREKA, BOX 1105, LIMA, OHIO 45802 
' TELEPHONE: AREA CODE 419 227-6573 


D.C. MILLIAMPS JD.C. 


FS=1 MADC, 0-1.0-50 scale, 
3é" rd clear case; Used $5. 


O-3 MA-DC, 34% rd. sealed. 
#4081, unused, $6.95 


O-15 DC MA, 3s" rd sealed; 
various mi ge Used, $5.95 
O-100pcma |00Ma. MOVE. 
3e"ro.RUGG. #4265 N $6.95 
0-150 ocma sc. 
33" RD. sTO.CAY2206] $5. 95 
0-200 pema sc. 23" Rp. 
#NR25200D0MA $3. 95 
0-200 pcma sc. 33" RD NEW 
GE-CG22063 $5.95 
0-20 MA-DC, 33" rd. Various 
mfg. Used, "$5. 50 Unused $7. 
0-500 MA DC, 36" rd sealed; 
various mfg. Used, $5.95 
0-300 MA DC, 35" rd, clear 
plastic case. Used 45, 95 
1-0-1 MADC, 2)" rd sealed; 
various mfg., used, $5.95 
0-50 MADC, Zh" rd., various 
mfg., used, $6.95 
100-0-100 MA DC, 3é* rd 
Weston 301; Used, 35. 95 


D.C. MICROAMPS. 


0-200 UADC, 34" rd sealed; 
Var. mfg. #3981 new $5.95 
0-200 UADC and -8-0-+6 DB, 
2s" rd. sealed, new, $4.95 
0-100 UA DC, 3g" rd, vari- 
ous mfg. Used, $5, 95 


500-0-500 UA-DC, 34* rd., 
various mfg., unused $6.95 
FS=20 UA DC, 0-2 ma indi- 
cated; 33" rd, $6.95 


50 UA MOVEMENT,SCALE -30, 
0,150,PoINTER AT eee SEAL 
ED, O*RO used TRC30|50 


50_ua move, scace 0-100 % 
MoD/PEAK VOLTS. SEALED 
2k RD USED TRC 10050 $4.00 


FS=50 UA DC, 0-50 ua & 250 
ma scale; 3¢* aq. NEW $7. 


‘CLEAR PLASTIC 
FS=100 UA METER 
with non-linear 
SWR and 0-20 W 
scales; 2-3/8" 
se sq face f/2"%dia 
hole. #SWR-020, NEW $4.95 


FAN-SHAPED ME- — 
TERS, plastic w/ ° 
zero adj. 5" top 
2é* bottom; 3" H. 
Repaea dia. hol 
EMI mfg. Unused. 
#EMI-200UA, 0-50- 
150 VDC, FS=200 ua, $4.95 
#EMI-5VDC, 0-5 VDC, $5.95 
#EMI-25VAC, 0-25-250 VAC 
scale, FS-25 ‘vac, $5.95 


| JEWELL MODEL 
73T METERS, 
'3éx3 for ain 
| dia hole-NEW 
0-15 VDC $7. 
0-20 VDC 
scale, FS=50 mv, $6.95 
0-200 ADC, FS=50 mv, $7.95 

200 AMP DC SHUNT for 50 nv 
meter movements; 6xl#, 1 1b 
GE#200A-50MY, NEW $2, 00 

* eK KK RR OK KOR KOK OK 
JEWELL 73T 0-200 ADC meter 


VOLTMETER 


0-100 VDC, 3" ra ol 
Plastic ease; used, | 
0-15-600 VDC, 23" rd 

face; w/mult. code-Used. 


O-1 VDC 10KN/V, 2 
sealed; used, 


0-5 VDC, 32" rd., vari 
mfg., used, $6.95 
0-80 VDC 3h" rd; vari 
mfg., unused, $6. 95 


0-750 VDC, 3é" sq Simpson; 
used, : 1 5 oe 
0-200 VDC, 3$* rd. sealed; 
various mfg. aot 5 
0-300 VDC, 23" Souene vari« 

Unused "$5. 95 | 


we a an a a ow we ee ee eee 


O-1000 VDC, FSs500 ua, 
sq. Hoyt mfg. #1076 New 

KILOVOLT DC F3el “Ma: 
O-3 KVDC, 2¢" rd new 
0-15 KVDC ei rd new 


0-15 RF AMMETER, 34" rd.; 
various mfg. Used, $16. 95 


48-52 and 58- 

62 HZ, 100- 

150 VAC, ten 

reeds. gue 

ra sealed; 2 1bs. 
#974-9564, unused, $27. 95 


DC AMMETERS 


O-1.5 AMPS DC, 1£* sq; 
Rowan mfg., used, $7.95 


44x4 w/zero — 
adjust and 
mtg bezel. 
Se 


WESTON 1941, 0-500 AMPS pe | 
F350 mv; 4x4, bite ate) 


O-15 AMPS DC 

FULL SCaL3, ¥ 
2-3/8" square; | 
2-hole flange ~ 

mount 3-3/16"- 
across. Emiso a 

#D2877, NEW, $6.95 


WESTERN ELECTRIC 3$" round 
clear plastie oase; used: 
0-15 ADC $10. 0-10 Apo ) 


DC AMVETERS, FS=250 mv: 
0-30 ADC 28" rd; NEW $6 
0-200 ADC 26" rd NEW $6 
0-1500 ADC 34" rd used $7. 


TRANSCEIVERS 


CRT-1/CPRC-26 CANADIAN 
FORTABLE TRANSCEIVER, 
six channel unit for use om 
in the 47 to 55.4 EM Mbz 
range. Receiver consists 


AM NSMITTER me 2 ACE TOY 
iH, SPACE WARRIOR MODULE, 
elctronic toy with mo- 
tor speed and shooting 
sound effects with C 
flashing LED's. 
Firing of infra- 
red LED is detected 
On aggressor module 
Causing "hit*® effects 
and an inactive period. 
Requires 9 VDC transistor ‘ 
battery. Sold AS-IS, may have ; 
cold solder joints or other problem. 6{x22x1§ 
2 lbs sh. #SPW-MOD, $3.95 each; 2 for $6.50 
CIRCUIT BOARD only from above module, AS-IS; 
#SPW-PCB, $2.50 each or 3 for $6.00 


‘ROBOT GEAR BOX 


ROBOT GEAR BOX with two 

' electrically independent 3 
.VDC motors which are loose- 

ly magnetic coupled. One 

m= gear has holes with 2 
diodes used as optocouplers 

to sense rotational speed, 

Has two 3/8" dia splined shafts (48 RPM @ 3 

VDC). This plastic gear box could be used for 

light-duty robot, cart, or animation projects 

O/a 74x43x22, 2 los. #WD-4955-18, $3.50 4/$11 


EMERGENCY FLASHER 


EMERGENCY LIGHT-FLASHER- 
CHARGER, plugs into car 
lighter with 14 feet of 
cable and provides brigh 
clear flasher for emer- 
gencies or continuous 
lighting for repairs, map 
Treading, etc. Also has 
provision for trickle oaccneeconetalbinriansiomaal 
charging battery from another vehicle using 
an additional 3 ft cable connected to its 
lighter circuit. Has meter which indicates 
approximate charge time required. 6x4x%, 

4 lbs sh. #HMERG-LFC, w/cables, NEW, $5.00 
LIGHTER CABLE, 14' “as above, $2.50; 30" $1. 


T-368/URT TRANSMITTER, — 
1.5 to 20 Mhz @ 450 ~ 
S Watts CW, 400 watts AM. 
Uses master oscillator, 
_ frequency multiplier, 
“intermediate power amp, 
and final power amp, 
Also 4-400A tube in the 
P-A, two 4-125's in the 
modulator, 1500 pf and 
S00 pf 10 KV vacuum vari- 
able capacitors.in P-A, 
els: 3-5 volts FSK, 30 V max 
ion. Input impedance: 56 ohms 
000 ohms external, Requires 115 VAC 
Hz 1570 W (CW) or 2200 W (AM). 413x32 
50 lbs net. Sh wt: 940 lbs in wood 
rate as received fram government. Used- 
good condition but not checked, $495.00 
Maintenance manual, partial repro, $15.00 


5/1aD4, 5672, and 3/5678 all of which are in 
Sealed plug-in modules except the 3B4's. Mod- 
ules are Freparable Receiver sensitivity 
about 2 uv, deviation 15 Khz. Transmitter 
output 500 MW. Receiver requires 1.5 V 550 ma 
45 V 12 ma, 90 V 30 ma; transmitter 1.5 V 850 
ma, 45 V & ma, and 90 V 30 ma. (Battery not 
available.) With battery box but less crys- 
tals. O/a Sx4¢xl0g, 5 lbs sh. Used, $12.95 

* eK RK * * 


x * 
Accessories for CPRC-26: SCHEMATIC, $1.50 
AT-5001/PRC ANTENNA, collapsible with flex 
base; 11"L folded, 47" extended. $3.00. ea. 
CP-1/PRC COUNTERPOISE, rubber insulated 4 ft 
long wire w/split pin plug; use as counter- 
poise and/or trailing wire antenne. 2/$1.50 
CAN-H33/PT HANDSET, like U.S. H-33/PT but 
with Canadian plug; $8.95 with set purchase. 
H-5002/PRC HEADSET, one 300 ohm element, $4. | 
MODULE SPARES, unused; specify RF OSCILLATOR, 
IF AMP, MODULATOR, AF AMP --31.50 ea, 10/310} 


} DIA WATER TEMPERATURE METER 

with 20 to 240 degrees Fahren./#@ 
| heit expanded scale. In- ast 
| cludes 6' long copper capil 


ary; Marshalltown mfg. 2 
gh. #261-9858, NEW $14.00 


WHISTLE/SOUND ACTIVATED 
SWITCH, alternates on-off 
latching operation. Can be 
: used to control lights, 
rr t TV commercials, robots, etc. 

(fae Ten transistors; ajx3-1/8 
rt =" circuit board with micro- 
phone and schematic. #aAST-968SS, $2.50 each. 


COMPRESSOR/ 
VACUUM PUMP UNIT, origi- 
nally used with medical equipment. 

Could be used as-is or dismantled for separ- 
ate components. Consists of Gast #15351-V-175- 
351 motor rated 115 VAC 60 Hz 1.7 amps, 1/10. j 
HP 3450 RPM. Compressor duty: 1.5 CFM @ zero 
PSIG to 0.95 CFM 20 FSIG max. Vacuum duty: 
1.5 CFM @ 6* HG, 0.8 CFM @ 10" HG, or 0.2 
CFM @ 20" HG. Compressor outlet connected to 
four valve assembly; each valve has {* ori- 
face and rated 5 PSIG. Printed circuit board 


Boao 


PLEASE ORDER BY NUMBER. Unit prices only as 
indicated. Look for more DOLLAR DAZE through. 


COMPUTER PERFECTION, four 


y we a a 5 
out this catalog. + “25. *), games to test memory cycles valves 15 seconds on/15 sec off, -two 
ee er 6 ee Ee a ee skills: Countdown and valves or all four valves functioning ac- 


Peis +Black Hole for one player, 
“= “» ® Brainbattle and Lightrace 
ae Tor two players. Each 

_game has three skill lev- 
~ 2 els. Also has test mode 

Heese RCA Yt ae and "*repeat* mode which 

; 7 ye | re-runs the winning se- 
quence of a gaime for the next game. Has 
TIS1IOONLL chip, 10 LED's, sound element, 
and three slide switches. Uses 2/9 VDC trans- 
istor batteries (not included). 44x44, 1 lb. 
Board only as shown w/info $230 AS-IS $2.50 


cording to position of valve selector switch. 
Compressor fittings standard 1/8* NPT. In- 
Cludes 4=—blade cooling fan and sound insula- 
ted enclosure for low noise operation. 10x 
134x183, 34 lbs sh. #AS-LAP-VP, used, $34.95 


hAo- 8" x 17" PLEXIGLASS SHEETS, 1/8"th 
4. “Hl Specify SMOKED, $1.25 

KKK KR KK HK KK KR KR KK KK RK K&R 

_ LOUD BUZZER HORN as used 

in smoke alarms; 2" dia 
x1i". 6 VDC $1.25 ea; 
12 VDC $1.35 ea; 115 VAC $1.45 ea 

OR KR KK OK KR KOK OK KK OK OK KR OK OK 


-RECEIVER-TRANSMITTER 
_ CHASSIS, solid-state, 
broadcast band. $2.00 #@ 


LINE CORD, 2-conductor #18 gauge 
- as on. apliiances; 6 feet long, 
white, N2W, 3 for $1,25 


RCA ET-8003 LF TELEGRAPH 
TRANSMITTER, “antique" 
unit transmits 700 Hz 
tone over 355-500 Khz; 30 
watts output. Designed to 
operate from 1500 VCT 100 
ma 350 Hz power input. Key- 
ing circuit is in-line with 


SCR/TRIAC CONTROLLER BOARD with 


BRASS COUPLINGS for 3/8* dia. x | SeVe8 each 400 V4 4 SCR's and watt | the power input ao that key- 

3/4" long shafts. i for $1.00 | 200 V 6 A triacs. SCR's trigger) tlie | ing makes or breaks the pow- 
a the triac gates with a 50 m-sec Preis er circuit. The four #10 

“MOBILE RADIO PLATE w/switch 16 V pulse that holds all trig- ; Ps | tubes are then modulated by 


the line frequency and produce the 700 Hz 
tone. Antenna coupling set by moving plug in- 
to any one of six ooil tap jacks. Has two 
National Velvet Vernier dials, two variome- 
ters, and 0-5 RF ammeter. 21x16xll, 30 lbs 


Jlight, jack, 6" 10-cond. gered triacs "on" until 24 VDC 


49 Mhz WALKIE-TALKIE te 
parC BOARD, no speaker 
or mic; 9 VDC req. : 

$1.50 ea, 3 for $3. Regs 


| MIXED HARDWARE: screw3S, nuts, washers 
removed f/equip. Usable; 3 lbs. $1.00 


RUBBER EQUIPMENT FEET~1-1/8" 
ae Wag dia rubber with 1"L #3x20 

bolt; w/o nut. 8/$2.00 1 

LEVEL METER, FS2150 UA, 3/8x7/8 


=| pe TRIAC CONTROLLER BQARD w/ 
yn Bua eight RCA 200 V 6 A triacs 
ar (T0-66), isolation/trigger 
- transformer, shift regis- 
Be ter, and gates which con- 
oS Stee trol each triac. P/o time- 
temp sign. With schematic and 22-pin edge 
connector. 4$x8x§, 2 lbs. #ASI-CCMP107 $5.95 
os eres ’ 


tnt 


Original 350 HZ POWER TRANSFCRMER for ET8003; 
primary 115 VAC 350 Hz, secondary 1500 VCT 
100 ma. 10 lbs sh wt; unused, $10.00 


fEPOS 


STROMBERG-CARLSON TONE KEY ak Se 
PAD, can be used for tone con-~ ¥ pee 


28; ¢ ; 2/741S08, 5/741514, 74- trol, signaling, and experi- _t 
ei Ofe Laizh, #1.00 5/$2.00 L820, 6/741S32, 2/741S42 5 ments. Each key produces two 38 hs 73 j 

An ZY Rs Billie eo he “y se att, _| tone output; characters 0 thru = | a = 
28-7 OMe a , : TT ype el Bg #. Requires 9-15 VDC; cs =e 
33-79 Sanpo spoz4, rape S 7417, and DS8850. With schematic. 9-3/8x5¢x%, | witn hook-up info. 3-3/8x3¢x1 a “a 


1 lbs sh. #ASI~503/00, $3.95. 


eet 2 
2 lbs sh. #SC-S5A3AP, NEW, $8.95; 2 fo 


‘BC &@ ARC. COMMAND SETS 

Even though they have been on the surplus 
market since the end of World War II, the 
Command Set Receivers and Transmitters are 
still popular with hams and experimenters. 

The series consists of either SCR-274N 
(BC-prefix) or AN/ARC-5 receivers (R-prefix) 
and transmitters (T-prefix). 


As a group, the receivers cover 190 Khz to 
9.1 Mhz and the transmitters 2.1 to 9.1 Mhz. 
Over the years many conversions have been 
written for the sets. However, the last com- 


prehensive collection of such information, , 
CQ Surplus Conversion Handbook, went out-of- 
print in 1979. 

If you are interested but not familiar with 
the Command Sets, your best source for info 


about them may be mother ham. Schematics for 
any of the receivers and transmitters are 
avail 


able from us @ $1.50 each plus a SASE. 


Command receivers are 
superheterodyne types 
which may be tuned by the 
use of a special spin 
knob or from a remote po= 
sition with a control box 
and spline shaft. Each 
} have six tubes: 3/12SK7, 
12SR7, 12A6, and l2K8, 
> They are designed to opere 
ate from a DM=32, a 24 V= 
; QC dyneamotor with an out~ 
O VDC 60 MA and 24 volts. Shipped 


transmitters with 
ruse can put out fF 
t CW and 30 watts Be 
I Modulation is ob» 
tained from either of 
two separate units, BC- 
6 for single tube 
Fion or MD? for 
ull. The 5758600 
5-200 MA and 24 
power requirements 
riginally satis= 
xy the 24 VDC DM=35 dynamotor which 
sd on either modulator. The transmit= 
s use a 1629 *"eye*® tube for tuning and 
rystal calibration plus tubes 2/1625 and 
266 Size: 5x7x12, 17 lbs. sh. 
T-20, 4 - 5.5 Mhz, reconditiond 319,95 
/T-21, 5.3 - 7 Mhz, by pie.5 


A A RE A 
J 2 


aig ee 


BC-456 MODULATOR for use with 
Command Transmitters; single 


#5 tube modulation with tubes 

- 1625, 1235, ODS. Has provision 
. ie ee for mounting DM-33 dynamotor. 
idee - $e y5210, 11 lbs. sh. Used $12.95 


MD-7/ ARO-5 MODULATOR, same as BC=$456 except 
5325's push-pull for 40-60 watts $20 


NG KNOB f/Command Receivers, $2. 

) for remote tuning, 6 ft, $1.50 
DYNAMOTOR, 24 VDC f/receivers, $4.95 

12 DYNAMOTOR, 12 VDC f/receivers, $6. 

R. SUPPLY f/Commend Receivers; w/speak= 
r construction. Kit, $32. Wired, $40. 
T-? single receiver rack, $3.00 

T~69 single transmitter rack, $3.25 
[70 SHOCKMOUNT for FT-226 rack $2.50 
C-48 CONTROL BOX, panel style for tuning ARC 
over 190-550 Khz; dial changeable. 


re bet: use with MC-215. Used $8. 
54 CONTROL BOX, like C-48 except 
08-135 Mhz; used, $8.95 


C AIRCRAFT RECEIVER, 118 
sontinuously tune= 
dial; designed for re= | 
Z with spline shaft. 

Mhz. With tubes 9002, 
005, 1447, 2/14R7; 14F7, ana | 
1246. Uses accessories similar 

to ARC-5 Series. Requires 250 
VDC 60 ma and 24 VDC. 6$x5xl1z; 


13 ibs. sh. Used, $18.95 


R=1llA RECEIVER, 190~550 Khz. Similar to R-19 
but bas 85 Khz IF and tubes 2/14a7, 1487, 
14R7, 14F7, and 12A6. Used, $12.95 


-22 BROADCAST BAND RECEIVER, 550-1500 Khz, 
Similer to Rll. Used, $24.95 


o/9003 
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ARC-39 RECE|VER-XMITTER 
RT-427/ARC-39 RECE! VER- 
TRANSMITTER, REPLACES Com- 
MAND SETS; Covers 2.0 To 
sey Oo. | MHz iN TWO BANDS; SIX 
mpeerey CRYSTAL-CONTROLLED FREQUEN: 
CIES PER BANO. RF ouTPuT: 
10 WaTTS MIN. INTO 10 OHM 
WE Loan (100 PF). 100% ampri- 
TUDE MODULAT TONS AUDIO OUT: 
1000 uv ke MOOULATED INPUT; 
800 mw Max, BanowioTH: 8 KHz @ 6 pp PSs 
METER INDICATES RELATIVE OUTPUT TO TH 
ANTENNA. WITH TuBes OB2, a OATH 4/3749, 
5750, 3/5686, 4/5814, & 3/6159. Power RE- 
QUIRED: 28 vic 4 4.4 AMPS WHEN RECEIVING; 8.5 
AMPS TRANSMITTING. SIZE: 7£xl04x2!4; Sips. 
wT: 42 Las. Price; Used, compLeTe, $49.5 
MANUAL FoR RT-427/ARC-39, REPRODUCTION, Tae: 


225-400 MHZ CONVERTER 


AM-914/TRC AMPLIFIER~CON- 
@e VERTER, originally used 
B with military R-417 recei- 
as plug-in for the 225-400 
Mhz range. Continuous tun- 
ing of RF and oscillator; 
SO Mhz I.F. Unit has con- 
= version possibilities as 
afsotssed ‘a R. Grove's article in 10/80 is- 
sue of CQ magazine. With tubes 5670 and 
4/634. 7$x63x9%, 17 lbs sh. Used, $54.95 


AM~-1179/GRC, 50 to 100°Mhz, $39.50 
AM-913/GRC, 100 to 225 Mhz, $39.95 
AM-1177/GRC, 400 to 600 Mhz, $44.50 
Eeesiges Sic 1.35_to 1.875 Ghz, 949.50 


AM-915/GRC AMPLIFIER- 
MULTIPLIER, used in T-302 
transmitter for 225-400 
Mhz FM range. 120 watts 
output from two 4X150's, 
"i 5 l2z6x14, 45 lbs. Used $55, 
diet 80/ Gan! 50-100 Mhz; one 4x150A, $49.50 
AM=-912/GRC, 100-225 Miz sa @7 ,.-975,00 
Aif=-1178/ GRC, 400-600 Mhz; has one 4X150A 
and One 4X150G as power amp tubes, $79.50 
Oscillators for AM-3204A, $20.00 each: 
0-902A (1.5-1.525 Ghz); 0-903A (1.525¢1.7 
Ghz); 0-904A (1.7-1.875 Ghz). 


SCR-522 RECEIVER-TRANSMITIER g 
AM CRYSTAL CONTROL, WATT, 
4 CHANNEL ON ANY FREQ. IN 
THE 100-156 mc BM E.|UBES 
TRANS. 2/832,6SS 12A6, 6G6 
rec. 1/9002, 3603. 136° |2H6, 
3 (2867, 1246 & 2/12AH7. 
UNITS CAN BE RE-MOVED FROM CAB- 
INET CASE SEPARATEKY. ge uenes POWER SUPPLY. 
S1ze:163x12@x!0€; wr:50 Las. Re-cono $34.95 
CONNECTOR PLUGS, $1.50 EA. OTHER ITEMS AVAILAB. 


mee On eae, MH RECEIVER AM 
- mA ad $ ‘i 
lal ° 


Put; 200 ia WITH 


1007 Loe MC, CRYSTAL CONTROL 
8 ES CH an TUBES 
By conte / 12867 "Oy TOSN 24 ne 
9602, 12A6, TONE 
BA 25.7 é 


Rts VOLTAGE REQs 
210 voc @ 210 ma. 
Size: |Ix7x15; wr: 21 tes. useo $24.50 
R~5009/ARC-502 simILaR To ARC-3 EXCEPT MADE 
FOR CANADA. (WE WELL SHIP WHAT IS AVAILABLE) 
ARR-58 FM RECEIVER 


R-863/ARR-58 RECEIVER, FM \ 

162.25 to 173.5 MHz. De & 

SIGNED TO RECEIVE SoNnoBOUY 

SIGNALS ON 16 PRESET CHAN- 

NELS. IF=30 MHZ. INPUT IM- 

PEDANCE: 52 OHMS. MORE RE- 

CENT VERSION OF THE R-316/ 

ARR-26 RECEIVER. CONVER= 

SION INFO FOR R-3/16 To 

145-175 MHz PLUS AUDIO, SQUELCH, AND 115 VAC 
60 HZ POWER MODIFICATION INFO INCLUDED, WITH 
tupes 7/6AK5, 2/6AS6, 2/6AL5, 6J6, and 5814. 
Power rRequireo: [50 VDC 125 MA AND 6.3 VAC. ~ 
Size: 5x8xt7 ir, 20 LBs. Useo, $19 35 


ANTENNA RELAY 


ANTENNA RELAY UNIT for Command 
Sets; switches antenna from 
transmitter to receiver. With 
2é"rd 0-10 antenna current met- 
er and 5KV 50 pf vacuum capaci-= 
tor. 4x33x5, 6 lbs sh. Unused. 
RE-2/ARC, black finish, $14.95 &) 
BC-442A, aluminum, $15.95 


R-1OI/ARN-6 R RAD | 
PASS RECE 0 
~ IN 69 7 wexig a, 
2/254 os ?, 
|e yo 


es pertee REQUIT 
= Dye voc. 


$1zeE:|14x72x154; 40 


Gov't reconditioned 


AS-313, ASgre Loop ANTENNA 
1D-91/ARN-6 |NOtcKTaR 3" 
aan -19 TUNING DRIVE 
Panac ts AMPLIFIER 

Oiieye -6 CONTROL PANEL, 
ce 134" FLEX. TUNING SHAFT 20 1N.USED 
MC-203 "T™ AbAPTER 

MC=|36 RIGHT ANGLE ADAPTER 


5 
8.9 Jae 
Useb, Pe 


1250.3 
Use ie 


CU-308B/U ANTENNA COUPLER; — 
USES CATHODE FOLLOWER TO 
S COUPLE SINGLE ANTENNA WITH 
HREE RECEIVERS IN THE 2 T 
y 24 MHZ RANGE. INCLUDES THREE 
» 24 VDC 500 onm SPST re ENG 
J ’ 4/5906 TuBes, aNO Four BNC 
CHASSIS CONNECTORS. POWER REQUIRED: 24 VDC 
180 Ma. 5x58x3$; wT: 4 Las. UnuseD, $9.95 | 


AT-382 LOOP ANTENNA for recei- 

vers in the 190-1500 Khz range 

such R-23/ARC-5, R-11, and 
R-836/ARN-59. 9" dia loop is 

turned manually by use of MC-215 
spline and spin knob. Has BNG 
eonnection for RF. 14x9x4, 10 Lbs 
sh wt, AT-382/L-10, unused $12.95 


R-836/ARN-59 DIRECTION FI 
ER RECEIVER, same as Air- 
craft Radio Corp R-30A DF 
receiver used in light air= 
craft. Covers 190-1750 Khz: 
in bands 190-400, 400-840, ~ 
and 840-1750 Khz; replaces 
eee radio compass ayes 


motely Swing Om2275 control box and Mc-215 
spline listed separately below, IF 142.5 
tubes 2/5718, 5896, 5/5899, 3/5902, 2/6021," 
6112. Requires 24 yoo 1 amp, 110 VDC 90 ma, ~ 
125 VDC 20 ma; also 13 V 100 Hz for loop sel= 
syns if used for DF. Voltages originally sup= | 
plied by DY-107 dynamotor (not available). 
4>x4ex10¢, 9 lbs sh. Used, $24.95 
OPERATOR'S MANUAL, ag SCHEMATIC, $2 w/sete . 
MC-215 SPLINE, 6', $1.50; Spin Knob, eke oa 
TD-637/ARN 3* dia COMPASS INDICATOR, w/set | 
AC POWER SUPPLY w/speaker for R-856, our a | 
peg 14 lbs sh wt, 345.00 ‘ 
: C~2275/ARN-59 CONTROL BOX for 
, tuning R-836 in three bands; ~ 
also Tune-to-Max meter vol- 
ume control, BFO, and Loop 
switches. Requires 28 VDC; s 
Ww 55x24, 2 lbs. Used $12. 


VHF ARG-5 EQUIP 


R-28/ARC-5 100 to 156 Mhz RE= 

CEIVER, crystal-controlled on 

four preset channels. Crystals 

inserted behind front access 

door which also conceals fre-~ 

quency dial and squelch ad- 

just. Channel selection done 

by separate control box C-30/ 
_ARC-5. With tubes 4/717, 3/12SH7 

2/12SL7, and 1246. Requires 24 VDC for rela 
and selector motor, 250 VDC 60 MA HV. DM-3, 
may be used for HV. 14x74x4%, 16 138 $18. 


pase, 1-23/ARC#5 TRANSMITTER, com= | 
ecm panion to the R-28, has 10 Jf 
watt output, though can Ae 
modified for higher rating. © 
& Uses two 832 and two 1625 — 
© tubes. Audio power for modu= 
’ lating originally supplied } 
by’ MD=7 modulator ; 
Frequency channel ae 


selector; 600 VDC 175 MA for HV. Size: 15; 
8x53; 18 lbs. sh. Gov't. reconditioned 
C=30/ARC-5 CONTROL BOX for above, $3.00 


RANSCEIVER HME Ww-ii MINE DETECTOR a KUAL ¥O0T SwittH 


RT-7/APN-! ALTIMETER SCR-625 MINE DETECTOR S&T, 
W TRANSCEIVER, 418 To famous World War II unit 
462 MHz FM; aBsoLuTe designed to detect anti- 
READINGS TO 4000 FEET. _ tank mines buried at depth 
Me CAN BE CONVERTED FOR upto 24", Detection indi- 
we -§Ps OTHER USES. UNIT CON- cated on meter attached to 
' TAINS WOBBULATOR, DY- handle or audibly by the 
AMOT 2, squses 2/9535 2/9004, 3/12SJ7, M-356 resonator, Set in- 
4 SAS AND 0032 OWER REQUIRED: ; cludes C-446 13" dia x l]" 
voc 3 aps” Size: 8Ex| 82x8; SH WT: 25 LBs , search coil, BC-1140 con- 


SED, poco, $18.2 #trol, BC-1141 amplifier, 
OCKMOUN ASSENBLY FoR APN-1, $2.00 


M-S50 handle, M-356 res- 
} onator, BG-151 bag, 

- | A/APN- 1 RADIO ALTITUDE INDI- CH-156 transit chest, 

TOR useO WITH RT-7. 23" via. “and manual. With tubes 

R HAS SWITCHABLE Aine 0-400 - 3) 1NS and 166. Requires 

ano 400-4000 Fr. ~OFF 

_FS-6 maoc. inuacs. $3.95 


two "D" cell batteries and BA-38 battery (not 
available) which supplied 103 and 67 VDC. 
me, SA=1/ARN-1 ALTITUDE LIMITER SWITCH 
PMMA USED WITH RT-7 ano 1D-!4A IN CoN- 


Units are in good physical condition, but be- 
JUNCTION WITH AN AUTOPILOT SYSTEM. 


TwO PEDAL FOOT SWITCH, 
each normally open 115 V 
10 amp contacts. Switches 
are mechanically inter- 
locked so that only one 
can be actuated at a time; 
é interlock lever can be 
abaiay removed for independent operation of 
switches. Includes 15' 14/3 heavy rubber 
cable. 10x8$x24, 8 lbs. #2PED-FS unused $9.95 


ae 


STEEL CABINET with lift top 
for 7"Hxl4*wx8"D panel. 0/a =m 
8x16¢x6t, 7 lbs. #SK-CAB7148, used, $5. os. 
PANEL with miscellaneous parts t/above, $1.5¢ 
Stk # WxHxD Panel Door Lbs PRICE 
1313/60 19x13x13 12 top 35 Used, $10, 
CY-1693 22xl6dx14 14 no 35 Unused $18. 


CS-191 CABINET=-CASE, 13"Wx10"H 
x7"D; includes panel with cut- 
ae € outs and markings for URM-191 
* golid-state signal 
generator. Also top 

:* handle and 2¢"D cov- " 
——> er w/hasp fastners. «2 for 310 
gt A Unused, $14.95 § o 7): eae 
FILE CABINET for items upto 9f"% 
wide X 84"H; o/a depth 24". 
Steel, O.D. green; 14 lbs. #6. 


cause of their age we do not guarantee their 
operation. 49 lbs sh wt. Used, $79.50 


“FT. IN 25! steps; X 10 mMULTI- 

5 PLIER FOR HIGHER ALTITUDES. De-. 

™ SIGNED TO SIGNAL WHEN MIN. AND MAX, 
TS ARE EXCEEDED. 3" pia. UNuseD, $2.95 


MX-329/ASG-10 BOMB DIRECTOR 
GYRO set in MT=358 shock- 
mount. Gyro i@ operated 
from external air -pressure 
and has 27 VDC gear motor to 
lock gyro. Aluminum housing 
4-3/8" dia; gyro about 2%" 
dia. Has glass window on one end 
with -20 to 0 to #60 scale for monitoring 
relative attitude. peers 10 ibs sh. $29.50 


/» STANDING-WAVE RA- 
TIO INDICATOR 
CIRCUIT, assemble 
a SWR meter using this 
1#" square 0-10 scale 
(Fs=2 MA) meter with 

} fiters and rectifiers and a modified Scher- 
‘ing bridge. One pair of bridge arms is re- 

} sistive, the other capacitive. In theory the 
| bridge circuit is balanced when the antenna 

| is tuned to 52 ohms resistive resulting in a 
zero reading on the meter. SO-239 connector, 


Pi tapeseereen; 2 lbs. #M701/CU-991, $8.95 


‘PHASE AND LOAD DISCRIMINATOR, 
f could be useful in tuning an 
‘antennas system, if used in 
cireuit with.a sensitive zero-§ 
center microammeter. Phasing 
and loading discriminator pro- 
duces 4DC voltages proportion- § 
‘to the reactance of a sys- . 
Phasing output shows the type of raasee 
nee (capacitive or inductive) and the load- 
ing's indicates the amplitude of impedance 
referenced | to 52 ohms resistive. In both 
cases zero DC output is ideal (may not be ob- 

_ tained in practical circuit). A third output 
(is proportional to relative antenna current. 
* 2x3x3 ; 2 1bs. sh # > 


CS-618S1 CASE v/ CHASSIS, 
154°wWx8"Hxe3s"D (20°D be- 
jhind panel). Some cut-outs 
on front; may be usable for 
antenna tuner or transmatch 
project. Aluminum; 20 lbs. Used $12. 


OS-1060 CASE w/CHASSIS, p/o oo 
small scope; o/a 8"Wx7s"Hx13"D. £ 
Front has cut-out for 3"CR RT; t 
some parts on chassis. Handle ‘ ae 
on top; 10 lbs. Used, $8.95 sS 


‘TRANSIT CASES 


13-582 TRAN: SIT CASE, o/a 15x. 
19x154; usable space without 
removal of spacers 10x18§x12% i 
Not hinged; hasp fastners. 
Aluminum; 35 lbs. Used, $14.00 


~ CY-1358 TRANSIT CASE, 20g *Wxl8¢"H 
e xl7"D;-aluminum w/side grips and 
40 hasp fastners, 40 lbs. $16.00 
M CY-1342 CASE, as above but 21$"wWx 
NM 186¢"Hx20"D; 45 lbs. $17.50 
ey B® CS~15918 CASE, o/a 25g Wx164Hx174 
aN Usable interior 19x15%x14 plus 
4H cover. Aluminum with side handles and 
hasp fastners. 46 lbs sh, used, $16.00 


CS-URM52 TRANSIT CASE, three ply wood and 
aluminum w/hasp hasp fastners and side hand- 
lea; 19ZWxl9dHx152D, 42 lbs sh. Used, $15.00 


CY693/PDR-27 ALUMINUM CASE 
four compartments: S4x4, 73x4, 
1x4, and 13x64; may be re- 
moved for 135x10¢ size 9" deep. 
Hasp fastners; may need re- 
painting. 12 ibs. Used, 36.00 


CY-3157/USM-144 TRANSIT CASE, _.<@ Sr 
three ply wood and sluminun ees 
construction w/hasp fastners; 9 i 
19 acisealse, 32 lbs. Used $12. ie eons 


5. eS \ INFRARED NIGHT VISION REFLEC- 
TOR originally used on tanks. 
on 4» 25"x16" mirrored surface fo- 
- cuses light about 12” above 
.  -» = center. Heat created can 
\alg | “Smoke* wood on sunny day. 
? 44" fall from extreme peri- 
marerk to center. Surface may have scratches. 
Nice experimenter's item, 12 lbs, used, $25. 


KB9-A 16 MM MOVIE GUN CAMERA 
used to record “*hits* of air- 
craft gunfire. Has 35 MM f3.5 
Kodak Ektar lens variable to 
£16. Holds 35' 16 mm filn; 
speed 35 frames/sec. 24 vD¢ 
required for drive motor and heater. Red and - 
yellow filters incld. 7x2bx2%, 5 lbs. New $28 


OSCILLOSCOPE FOUNDATION with 
2AP1 2% dia ORT, shield, and 
socket plus four variable 

resistor controls on front 
panel and fixed resistor board 
behind panel. Does not have 
power ey ae schematic not 

available, 74x3x8%, 4 lbs sh. 

#lowe/205802, unused, $19.95 


Se 


3. eutendis not Sag NBS f 


ler Baoacit: peers on single 
. channel between 2.5 and 4.5 
Mhz @ 200 MW. Has controls 
for receive, transmit, and 
sense. Also water-tight 0O.D. 
plywood case, JK-26 phone 
jack, connection for T-45 
mic, FT-243 crystal (no fre- 
quency choice), book, and 
tubes 3/384, 2/1T4, IRS, and 
185. Reqiires 67.5 VDC 5 ma, 135 VDC 19 ma, 
6 VDC 30 ma, and 1.5 VDC 225 ma. Size: 10x 
(‘Sgxl0, 8 lbs sh wt. Used, $10.95 
Ve will try to ship matched frequency pairs 

when two or more DAV's are ordered. ** 


oS 


ALLEN & BRADLEY VARIABLE 
CARBON LOAD RESISTOR, ¢ gi 
2.75 ohms 200 W maximum.) 
Has divider terminal , ea ie eae 
which can be placed any- nae 
where among the 3/32" dia carbon plates “to 
decrease resistance, 2-3/8" dia knob loosens 
and tightens plates. bo 154x43x34, 8 lbs sh 
#5905-525-1721, NEW, $18. 95 


ACCESSORIES. which can be used with DAV-2: 
7-45 LIP MIC or T-30 THROAT MIC, unused, $3. 
CC1-49559 HEADSET ASSEMBLY consisting of: 

- cloth helmet with headphones, unused, $4.95 
_H-62 HEADSET, used, $4.95 ak ee 
CW-51071 LIP MIC, used w/H-62; unused, $3.00} : _ Sy 

- CC1-66081 ANTENNA, seven section 15"-85" cae . a — FI SHTANK OF y ECTRONIC 
Gptaerecbaerhelescoping, $1.50 w/DAV purch. ; COMPONENTS, P/o VIDEO 


TAPE SYSTEM. CONSISTS 
MAB PORTABLE TRANSCEIVER OF DEMODULATOR, SERVO- 
CHASSIS, originally designed AMP, OROPOUT COMPENSA- 
to operate between 2.3 and TOR, PER/POST PROCESSOI 
4.5°Mhz on a single channel; DC power suppcy (115 v 
200 MW output. In waterproof 2¢ 60 Hz; ouTpuT -12/-12 
black plastic case; mic and headset cut-orf [AMP REG, 5 voc | Amp 
and not available. W/tubes 3/334, 2/174, 1R5 UNREG. MANY PARTS, IC's 
and 195. Requires 67.5 VDC 3 ma, 135 VDC 19 FET, TRANSISTORS, TRANSFORMER 
ma, 1.5 VDC 225 ma, 6 VDC 30 ma. Size: 68x 


VARIABLE RESISTORS, CAPACITOR 
28x78; 8 lbs. sh. | Used, with book, 36.95 MORE! Size 14x}2x6e wr 15 $14.95 


CY-1451 SPARE TUBES “Sun 
CASE w/hasp fastners. 
Removable insert has space for 
7—- and 9-pin mini tubes and two 4X/4CX power 
amp tubes. 42x10x3$, 4 lbs sh. Used, 35.50 
CY1091/PDR ALUMINUM CASE, compartments 11$L 
x7iw and 2¢Lx7iW; ofa 14¢x7sx9$H. Cover 
hinged w/fastners and top handle. 11 1bs. $7. 


MOTOROLA MOBILE RADIO CASES, 
olive-drab "80-D* style; 
154Wx6Hx172D, 34 lbs sh wt. 
W/key; used, $14. Specify: 
#CS-XT/MRC xmitter case with 
sie connector or #CS-REC/MRC case ath 
si = 28=-pin connector. 


CS-48 CASE, steel, 16Zwx72H 
x72D; 5 lbs; Used $3. 2/$5.00 
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_ R-48/TRC-8 RECEIVER 
wey FM. 230 To 250 MC. 
ONE BAND VARIABLE 
~ TUNING, VOLTAGE RE- 
m 4) QuIRED 115/230 60 crc 
p< ee) WITH SPEAKER, PHONE 
~ ye 


+ 


sete” 


=a sur JACK, SQUELCH CIRCUIT 
ee a 23" METER FOR CIRCUIT 
CHECKING. WiTH tuses 8/6AG7, 1/9002, 1/5U4,1/ 
6V6,1/VR-150,1/6N7, |/6SN7, 1/6AL7.. Size: 20x 
19x16; wT; 75 Les. USED $45.00 


CV-89/UR4-8 FREQUEN- 
“CY SHIFT CONVERTER, 
audio frequency con- 
version type with 
2BP1l CRT. Shifts 
frequency; 200-1000 


Khz center 


@il 

c=-f, Maximum keying speed: 60 wpm 
Channel. Teletype output 60 ma 

’0 V. Two AF inputs, one for narrow 
e shift; each 600 ohms ct, 60 uW 


power. Requires 115 VAC 60 Hz, 

lbs sh wt. Used-reparable, $85. 
rackmount use, $5 additional. 

irtial repro, $10. Power conn., $3. 


URR FSK CONVERTER 
se with receivers 
» final IF's from % 
> S10 Khz such as ¥ 


, R-388, R-390A | 
1d SP-600. Converts rs %, a | a i 
requency-shift signals a ‘ te 
nto DC pulse that key the energizing 
ircuits of teleprinters; translates at 100 


z/sec. Unit can be used with two recei- 
shannel A IF center frequency 50 Khz; 
h B, 29.3 Khz. Input FS range 150-1000 
Ez, 100 uv minimum; 50 ohm impedance. Separ- 
ate control unit required between CV-116 and 
sprinter to match output-input signals. 
lires 115 Vac 60 Hz. 8%x17x18; 80 lbs sh. 
Used, reparable, $100, Manual, partial, $10. 


Ize) 


APIED FIELD PHONE 


TP-9 AMPLIFIED FIELD TELE- 

PHONE, permits communica- 

¥ tion over greater distances 
than standard bettery 
field phones such as EE-8, 

} TA-43, and TA-32@e Uses 

eee Vacuum tubesanplifiers for 
=, receivifg and transmitter 

odfeuite,. TP=9 can be uséd 

between Standard feild 

phones and efféctively 

me double their range. Has 

ror audible signeting and indicator 

for noiseke@eSs, signal. Set consists of 

assis e0ntadning GN-38B generator 

r aplifiers, “and TS-9 handset. Pro- 

i for head and chest set use. Requires 

50 ma, 1.5 VDC 200 ma, and 67.5 VDC 
LlAxllgx7%$, 25 1bs sh. Used, $27.95 


nr an a ee 


FULL-LENGTH TWIN-CAVITY 
BANDPASS FILTERS, 9-1/8" 
length; gold-plated. Simi- 
lar to filters described in 
W4FXE's article in 2/80 Ham 
Radio Magazine. 8 lbs sh 
wt. $24.95 each 


a F-239/U (58.5-67 Mhz) 
F-240 (67-76 Mhz) ¥F-248/U (84-92.5 Mhz) 
F-241 (76-84 Mhz) ¥-243/0 (92.5-100 Mhz) 
SHORT-LENGTH twin-cavities, $19.95 each. 
F-195/U (163-184 Mhz) f-201/U (284-314 Mhz) 


F-196/U (184-205 * ) ¥-202/U (314-344 * ) 
F-199/U (224-254 © ) ¥F-203/U (344-374 * ) 
Fe200/U (254-284 * ) Fe204/U (374-404 ™ ) 


ALUMINUM CASE with RACK for 
six of the above filters, 
Case has hasp fastners and 
side handles. 18jHx20iW 
x12¢D, 35 lbs. $25.00 
CY~1344 CASE only, $17.50 
FILTER RACK only, $12.50 


included. 
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BC-659 RECEIVER, 100 to 
156 Mhz AM continuously 
tunable over a single 
band. Controls for CW, 
,tone, AVC-Manual, RF 
and Audio Gain, Attenu- 
ation, and Sensitivity. 
With tuning meter, 
phone jacks, and tubes 3/9003, 9002, 4/6SG7, 
6SQ7, and 6K6.. Power required: 210 VDC 60 MA 
and 6.5 VAC 5.5 amps. Size: 105x19x10, 48 
lba sh. Used, reparable, $30. Checked, $60. 


115 VAC 60 Hz POWER SUPPLY for BC-6359; with 
speaker. Our construction, $40.00 
CONNECTOR only for receiver, $3.00 
MANUAL f/BC-639, partial reproduction, $8.50 


WW-11!1 VEHICULAR RADIO 
BC=-620 TRANSCEIVER, part of aS ay 
SCR-509=-510 radio set as 20 ; ; 
used in World War II vehic 
cular communications. Re- 
ceives and transmits over 
20-27.9 Mhz FM range on 
any two of 80 different Q 
crystal channels spaced seigectrrengg We gris EIT 
100 Khz apart. Transmitter output: 1.2 watts. 
Has tuning meter and tubes 1LC6, 11H4, 4/1LN5 
2/1291, 1294, 4/1299. Uses FT-241 crystal- 
type (not included) and requires,1.5 VDC 0.7 
amp, 90 VDC 45 ma, 7.5 VDC 0.3 A, 150 VDC 45 
ma. Size: 12x16$x21%, 40 lbs. Used, $59.50 


or BO-659; 17 lbs sh. Used, $6. Unused, $10. 
SCR-509/510 MANUAL, $7.50 

SCR=609/610 (BC-659) MaNUAL, $7.50 

TS-13 HANDSET, $10.00 with purchase of set. 


RT-252/TRC-27 MICRO- 
WAVE TRANSCEIVER, 
4400-5000 Mhz pulse- 
position modulated, 


Converts video chan- 
nel pulses into RF 
for transmission and 
receives RF and con- 
- verts it back into 
video pulse. Receiver IF: 60 Mhz; 10 Mhz 
bandwidth. Noise figure: 13 db. Has AGC and 
AFC. Transmitter uses video amplification 
and plate modulation of planar triode type 
RF oscillator. With tubes 2K22 klystron, 
6280 planar triode, 13/5654, 5670, 5726, 
5727, 5814, 2/12AT7, 2/6X4, 6AU6, 3/0A2, 
5935, and 3/6AQ5. Power required: 115 VAC 
400 Hz. Size: 144x25$x1l#, 75 lbs. sh. 

Used, not checked, $150. Schematic, $5.00 


RT-5010 TRANSCEIVER 


RT-5010/PRC-510 CANA- 


DIAN PORTABLE TRANS- 
Py CEIVER, Canadian ver- 
i sion of U.S. RT-176a/ 
sey PRC-10A transceiver. 
Covers 38-54.9 Mhz FM 
continuously tunable. 
Receiver IF 4.3 Mhz; audio output 600 ohms. 
Transmitter power output 900 MW with normal 
range of about five miles, Microphone input 
150 ohms. Controls for volume, tuning, 
squelch, pointer adjust, and dial lock. Can 
be used with either U.S. or Canadian versions 
of H-33/PT handset. With tubes 9/5678, 1AD4, 
2/5672, 3/5676, 546. Requires 135 VDC, 67 V, 
and 1.5 VDC. (BA-279 battery not available.) 
Units shipped less 4300 Khz calibrator crys- 
tal which is not essential for operation. 
94x3x103, 9 lbs; used-not checked, $16.95 
RT-5009/PRC-509 CANADIAN TRANSCEIVER, same 
as RT-510 except 27 to 38.9 Mhz FM; similar 
to U.S. RT-175a/PRC-9A. Used, $18.95 

* ee eK KK HK KK 


AT-5001/PRC WHIP aNTENNa, 11%-47"L, 93.00 ea 
CY-5007/PRC BATTERY BOX, 33 w/set purchase. 
H-33/PT (U.S.) HANDSET, $6.95 ea. 

MANUAL for PRO-9A,-10A (U.3.), $7.50 


continuously tunable, 


TAKE 25% OFF — 
WAVEGUIDE PRICES 


x Nps Heim dd a 
COPPER WAVEGUIDE, 2"x1" size for the 5710 to 
4170 Mhz range; Western Electric manufacture 
removed from telephone installations. Filters 
are tuned to preset frequency; adjusting 
sorews oan be reset to desired frequency, ~ 
No further information available. 
#1301-Series FILTER with four adjusting 
screws; 162" length, $24.95 
#1303-Series FILTER, two top and two pe: 
side adjust screws; 6-11/32"L, $17.9 
#1300-Series FILTER, one top and one 
side adjust screw; 3-5/32"L, $12.95 
#400-Series TUNER, two $" dia adjust 
screws; 22" long, $14.95 
‘ #8D51566-30 TUNER/TRANSDUC 
. two 3” dia adjust screws 
3/8* dia screw 
port; 2-7/8" 
long, $16.95 


#J568330K1 XMTR AMPL, dual sec— — 3 
Riese tion 2-5/32" and Le" vari- , 
able internal port; o/a 4$*L, $19.95 
_ #8D63919-31 AMPLIFIER with 416 
.. tube with 3/8" dia screw port 
adjacent to tube grid cap; as= 
sembly silver-plated brass. O/a | 
S§x3$x1-3/8, 4 lbs sh. $27.95 
Mating 6-prong connector, 32.00 


WR gh 


vee, 


) AN/PRT-4 MINIATURE TRANSMITTER, 
designed to operate on two pre= 
set channels between 47 and 57 ~~ 
Mhz. Output 450 mw (Ch 1), 50= 
250 mw (Ch 2); also 150 Hz tone, 
Has built-in speaker and clips 
onto belt or pooket. Requires’ 
12 VDC originally supplied by 
BA-399 battery (not available). 
Units sold *as-is" less antenna 


F-237/GRC BANDPASS FILTER, designed to oper- 
ate from 54 to 70.9 Mhz using dial tuning. — 
Bandwidth: 250 Khz @ 3 db points or 4.5 Mhz 
@ 40 db points. SO ohm output and input im- © 
pedance, Unit consists of a 3=gang variable 
Capacitor coupled to 3 sets of three sealed J 
cavities, Type C connections. F=237 has con=- 

version possibilities for 6- and 2-meter ~~ 
amateur apllications. An article about these | 
by W. Tucker, W4FXE, appeared in 12/60 issue) 

of Ham Radio. Sxlléxll, 17 lbs. “$19.95 = | 


CV-591 SSB CON- 
ERTER, same as 


with 2-32 Mhz 
y receivers wi 
455 Khz IFf's.) 98 
such; as the.” 
R-390A and the SP-600JX. Operates upper and © 
lower SSB, AM, CW, FSK, end FAX. Input volt=" § 
age: 0.1 to 10 V-rms. Input impedance; K 

ohms. Bandspread -3 Khz. Slow/Fast AVC speeds) 
Output remains constant within 9 db with 40/7 
db change in input. Output imped: 8 or 600 © 

ohms, Requires 115/230 Vac 50-60 Hz. 54x19 7 9 
x133; 28 lbs sh. Used, reparable, $145.00 ~~ 

MANUAL for CV-591, partial repro. 250) . 


TA~1/PT TELEPHONE MAGNETO PHONE 


SOUNDPOWERED TELEPHONE SET WITH 
AUDIBLE AND VISUAL CALL SYSTEM. 
PALM OPERATED GENERATOR PUTS 
OUT APPROX. 100 Vv. THAT soUNDS 
mm BUZZER IN OTHER PHONE AND 
ACTUATES VISUAL INOICATOR. 
COILED CORD WITH PUSH TYPE 
BINDING POSTS FOR INTERCONNECTING WIRES TO BE 
FASTENED TO. COMES WITH FIBER CARRING CASE. 
$1Z€:83x33x33; wt: act 2tB useD $25.00 EACH 


-------- , OSCILLATOR 
WRITE 


"BC-604 TRANSMITTER, companion to BC-603; 70 | TRANSISTORIZED CRYSTAL * é 
_ lbs sh, Unused, less dynamotor, $25.00 cote see and BUFFER, ** 
IM-35 12 VDC dynamotor for BC-604=684, $20. to 99 Mhz with 75 ¢ 


eo. - 
ee a temperature controlled Bi m 
MANUAL for SCR-506-528, original, #7.50 oven. Requires 5th overtone HC-6 (20 pf) x- 


tal (not incld). Has external oscillator in- 
put and tuning meter and oven output. Re- 
quires 12-18 VDC reg. for osc., 22-39 VDC 1 
amp for heater. W/BNC and two submini 27 (UG 
1465) connectors, power input DEC 9P connec- 
tor, and schematic. 6sx2x3¢, #0SC99828, $10. 


BC-683 FM RECEIVER 


| BC-6835 IM RECEIVER, designed 
| for 27 to 38.9 Mhz using ten 
| push-button preset channels, 
} Or continuously tunable. Has 

built-in speaker; requires. 
| 220 VDC 80 ma, 12/24 VDC. 
- Part of SCR-608-628 radio 


MAGNETO-TYPE DESK TELEPHONE, 
similar in operation as 
field telephones EE-8's and 
TA-43/312's. Hand crank 
generator rings other party 
or vica versa.by the connec- 
tion of two wires between 
phones. Requires two “D" 
cell batteries; 10 lbs. #929-6864, NEW $49.50 


» LANGUAGE LAB TAPE RECORDER, 
solid-state design; made by 
General Electronics Lab. 
. Has three heads: one play- 
+ back only master head on one 
track and the other two, 
#2 playback and record, on a 

. second student track. Uses 
standard ¢" audio tape on 
upto 7" reels at speeds 3% 
and 74 ips. In practice, one 
can monitor the master "“in- 

structor's" track while recording 

responses on the student track. The student 
track can be played back simultaneously or 
separately from the master track depending 
upon control selection. The master track, 
which plays in one direction only, can be re- 
corded upon or erased by switching plug-in 
wires from the student track heads. Besides 
its original usage, the recorder could be 
useful for code practice of for sound-on-soun 
sound audio experimentation. Audio response 
approx. 300-8000 Hz. Controls for student and 
master volume, playback-practice select, 
pause, and the other standard recording func- 
tions. Also three motors for very rapid fast 
forward/rewind, audio level meter, footage 
counter, 4" built-in speaker, and four plug- 
in circuit cards for audio, master audio, 
student audio, and bias oscillator. Uses 
common 2N2836 and 2N3702 transistors. Tape 
and reels not included; microphone and sche- 
matic not available. Requires 115 Vac 60 Hz. 
18x163x83; 32 lbs net, 40 lbs sh wt. 


Used, reparable, $19.95; Checked, $45.00 


he 


~ 
° 


* 


MD-203/GR MODULATOR, converts 
a transmitter's CW signals 
into frequency shift signals 
for teletypewriter transmis- 
sion when coupled to the 
transmitter's exciter. De- 
digned for use with T-195/GRC 
xmmitter, the unit is usable 
with any xmitter with a fund- 
amental frequency in the 1.5 
to 3 Mhz range. Frequency 
‘shift: 850 Hz (1.5-3.0 Mhz), 425 Hz (3-6 Mhz), 
212 Hz (6-12 Mhz), and 106 Hz (12-20 Mhz) ac- 
cording to ten position freq. band selector 

| switch, 1 volt min. input necessary. With 

>| tubes 2647, 26D6, and 5/26A6. Power required: 
27 VDC 1.8 amps. 93x74x134, 25 lbs. sh. 

Used, $17.50; Power plug, $3. w/set purchase. 


‘| MANUAL for MD-203, partial reproduction $8.50 


LS-184/AIC-10 LOUDSPEAKER with 
AM-492 amplifier. 5® blast- 
proof speaker is rated 5 watts; 
5.5 V input for 1 W output 300- 
6000 Hz. Input impedance approx 
900 ohms. Amplifier uses four 
5178 tubes parallel push-pull. 
Transformer coupled input and a 
output. Requires 27 VDC 150 ma and 170 Vac 
30 ma. DPDT switch requires wiring. 74x84 
x4-1/8, 5 lbs sh. Used, w/schematio, $22.95 


FL-80 AUDIO FILTER 


1020 HZ AUDIO FILTERS, can be 
used to reduce interference in 
CW anc sudio signals for recei- 
vers. Each filter provides a 
Sharp null at approx 1020 Hz 
in voice mode while frequencies 
near 1020 Hz are passed in 
"range mode. Response can be 
broadened by placing a variable resistor 
from input to output. Terminal strip connec- 
tions. 3-1/8x3x1£, 3 lbs sh. Used, $4.95 


F-90 AUDIO FILTER, similar 
to FL-50 except has 
sharper filter action. 
Designed for aircraft 
panel mount; has one 
28 V panel light and 
schematic. 5x2ix3i, 3 lbs sh. 
MATING CONNECTOR for F-90, $2.50 


@ AN/GSC-1 CODE PRAC- 
; TICE SET designed for 
* student practice of 
' Morse code, accommo- 
dating upto 10 keys. 
Hand keying produces 
either an audio tone 
with adjustable vol- 
ume and pitch or a 
blinker flash. Has 

mS: effective range of 
40 ft. if background noise is less than 60 db 
Can be operated from 6, 12, 24, or 115 VDC 
or 115/230 VAC. With built-in speaker, blink-= 
er, volume and pitch controls and tubes 6X5 
and 2/6AK6. Keys not included. 133x18xll; 58 
lbs sh. Used, $14.95; 


TELEPHONE TEST SET 


= T-142/PT-6 TELEPHONE 
TEST SET, measures char- 


“aac acteristics of telephone 

& ® ie -* and related equipment 
ee ++ including these opera- 
+o" 3 tions: 1. Sound source 
»& 4 for mics and receivers; 
‘tgs 2. Efficiency test for 
a mics and receivers; 

3. Capacitor test for 
leakage resistance; 4. Generator test; 
5. Ringer test; 6. Insulation test; 7. Dial 
test indicating percent of pulse period; 
8. Continuity test; 9. Instrument tests such 
as -600 ohm circuit for sound-powered equip- 
ment; 24 V. DC-AC res. circuit for common 
battery phones; impedance matching circuits 
for carbon and magnetic mics and receivers. 
Meter has scales -10 to #6 DB and 0-100 VDC. 
Requires external batteries for 3, 12, 24, 
and 155 VDC. Batteries not available. 19x12 
x9, 46 lbs sh. I-142, used, $59.50 
TS-903/PIM-6A, more recent; 65 lbs., $65.00 


e 


RD-60/U CODE RECORDER 
HOF RADIO TELEGRAPH 
COBE SIGNALS. USES 
F 3/8" wioe, 800 Foot 
ROLLS OF PAPER TAPE. 
RECORDS CODE SPEEDS uP 
to TOOO worRos PER 
MINUTE WITH A RECORDING 
: TIME OF 26 MINUTES 
(Low) oR 13 Minutes (HIGH). |NPUT SIGNAL 
FREQ. 500 To 5000 nz. Input impeDance 500 
AND 5000 oHMS. OuTPUT IMPED. 6 OHMS. 


WITH 9 TuBES. PowEeR REQ. 115 v. 60 uz. 
SIZE |9xl6x|22; wt: 150 Les. 


PRICES: USED LESS CABINET REPARABLE ee an FIELD PHONE-CONTROL SET 


WITH yt . 
Gov', RE-CONDITIONED W/CABINET 30.00 C-2172/GRC-14 FIELD 


MANUAL for RD-60 recorder, $5.00 REMOTE CONTROL SET; 


< bet RNGRCL 14 oe USE WITH 
: nen ean, § - RADIO GROUP 

AUDIO AMPLIFIER See ame in AM, PHONE, Ano CV 
: KEYING OPERATIONS OVER A TWO- 


AM-864 AUDIO FREQUEN- SE A RES a { wtReE 600 OHM TELEPHONE LINE. 
CY. AMPLIFIER, peak-11-,_ggiee ‘ : |INCLUDES 20 Hz RINGER SYSTEM 
miting unit for AM and CONSISTING OF A HAND-CRANK 

FM broadcast. Also may MAGNETO GENERATOR AND BELL. 
be used in recording WHEN USED WITH A H=33/PT 

and sound systems re- : HANDSET, THE CONTROL UNIT 1S 
quiring automatic regulation of FUNCTIONALLY A FIELD TELEPHONE. TERMINALS 
program level. Input and output impedance PROVIDED FOR PHONES , MIC, AND KEY. SWITCHES 
600 ohms-ct; gain 36 db max. Distortion less FOR SERVICE (CW, AM, AND TEL); FSK CONTROL; 
than 2% @ 400, 1K, and 5K Hz. Noise level AND SIGNAL (BELL OR CALL LIGHT). SOLD WITH 

40 db below 6 MW. Response flat within 1 db H-33/PT HANDSET. POWER REQUIRED: Two ")" 
from 100 to 5000 Hz. With tubes 2/6SK7, 6SQ7,]| cELL AND one 45 NOG BATTERY (NOT AVAILABLE). 
6SN7, 5Y3. Requires 115/230 VAC 50-60 Hz. Size: 33x9-3/8x7-1/8; Suec. wt: 13 Les. 
7x19x88, 32 lbs sh. Used-not checked, $24.95 | Price: Unused, WITH wseD H-33/PT, $24.95 


R-395/PRD-1 RADIO DIRECTION FINDER go 

100 Khz to 30 Mhz AM-CW-ICW .. ee kN 
in seven bands; FM over eae 
-12.5-30 Mhz. 54 Khz band- 
width, 100. Khz crystal 
calibrator for bands 1-2-3 
(100-1200 Khz), 13500 Khz 
bands 4-5 (1.14-5.8 Mhz), 
and 4000 Khz bands 6-7 (5.5- 
30 Mhz). Has two tuned RF 
amplifiers using two 6AK5's. 
Also 7/1U4, 1R5, 2/1U5, 6C4, i 
5Q4, and SA5. Designed to be us ae 
with diamond shaped AS-536 and AT-301 antenna 
which mounts on receiver's top. Requires 1.5, 
6.3, -6, and 90 VDC. 18¢x13x133; 64 lbs net, 
75 lbs sh wt, Used, reparable, $105.00 
MANUAL, partial repro, $12. Schematic only $3 


AS-536 & AT-30l1 LOOP ANTENNA, $20 w/set. 


DY-79/PRD-1 DYNAMOTOR POWER- 
SUPPLY, fits and plugs into 
bottom of R-395 and provides 
all the voltages for the re- 
ceiver from 24 VDC 7 amp input 
10x14x17, 38 lbs sh. Used, $55 
Power input connector $3 w/set 


AN/PRD-1 DIRECTION FINDER SYSTEM in excellent 
little-used or unused condition. Includes: 

R-395, DY-79, AS-536, AT-301, MT-870 receiver 
tripod, battery cable, partial repro of man- 
ual in wood transit cases CY-949, CY=950, and 
CY-954. 275 lbs sh wt. Excellent, $245.00 
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"14 second 
‘indicator 


110 volt 


epeat 
, oe 2 same as above, no 
: late ,knob or dial. Fo 


tle max. me 4. 


ay, SPDT & 4PDT center- 
slide switches, trans- 


stors, rectifiers. $1.35 


STOVE TIVER 
CLOCK MECHAN- 


ISM w/start- 
stop control 
dials. Grey 


ycle used $5.50 


INDUSTRIAL TIMERS, 115 VAC 
1s amp contacts; Unused: 
HASLE SIGNAL 7175-0- 100-13 
15 sec delay, 0-100% dial 
set; SEx3ix5. $19.95 
CRAMER 4138, SE" dia X 5s. 
~ $0 min $14. 50; 60 min $15 


TIME-O-MATIC SIGN 
CONTROL, 115 VAC 

60 Hz. THREE con- 
TACTS RATED 15 amp RRA 
EACH, ‘TWO ‘ALTER- fie 
NATELY MAKE AND 

BREAK ONCE PER 

SECOND FoR |5 SEC; 
OTHER BREAKS FOR 

20 SEC. AT THE SAME © 
TIME. THEN ALL THREE 


MAKE ANO THE CYCLE REPEATS. 


S'ze: 3x54x6; SHpc. wi: 5 
Las. $53 K-155, $4.95 


KEY SELECTOR 
CONSISTS OF 

MANUAL CLO€K 
MECHANISM FOR 


SENDING 17 IM- 


HONEYWELL HUMIDIFIER CON~- 
TROL as used on home humid- 
ifiers. Plastic element 
tape senses 10%-70% humidi- 
ty and closes normally open 
120 VAC contacts depending 
on setting of variable con- 
trol. Shaft 1x4 dia; o/a 1x 
1ix4$. #H46B1150 NEW $1.95 


RECORDING TAPE 


. MAGNETIC TAPE 
me FOR MOST AUDIO 


LEADING MANUFAC 
TUERS. WT; 2 LB 
AST3045 
$t.50 4 For $5 


MN-40 INDICATOR 
0-360 DEGREE SCALE 
SIMILAR TO ABOVE 


MiLy BY USE OF-A 
SPLINED FLEXIBLE 


MN-40 |noIcator.5" 
MC-|24 shaft 20" 
MC+137 SPIN KNOB 


TELEMZTER FROGRAM SELECTOR 
part of an obsolete pay TV 
system which featured cre- 
recorded tape program re- 


4 View, coin deposit register 


OVERHEAD LIGHT 

FIXTURE for RV 

van or trailer.p 
Automotive re 

double contact 
lemp socket for wet 
6-12-24 VDC 25W max lamp; 


mechanism, and audio ampli- 
fier-power supply with 4” 
speaker. Generates 8 Mhz 
signal to trigger mechanisn 
and 55 Mhz video output. 
Tape magazine has recording 
head and plays 66' of 4" 


ID-65/ARN 5* |, 
dia RADIO 
COMPASS INDI-|. 
CATOR, 0-360 
iegree scale. 
1° increments 
W/AY-54 auto: 
syn; use in 
9/79 QST antenna position . 
project. 4 lbs. Used $20. 


MN-42C RADIO 

COMPASS IND- 

ICATOR 5* 

with dual 

azimuth dials 

two AY-1 auto 

syn. Used in 

aircraft that 

had two separate antenna 
peer By Seats Used, $23. 


I-91(*) RADIO 
COMPASS INDICATOR 
fee OS" 360 deg. sc. 
used w/ARN-6 sys. 
33"x3". (can be us 
used with wind 
direction system ) 
used $9.95 NEW $14.95 


ace 5x4; style may vary. 
5 Vac 60 Hz w/switch ra- 
ed 250 VAC SO amps. Knobs 


tape in continuous: loop. 
Mechanism has 5 RPM Cramer 
ac motor plus other 


also 52x2% diffuser lens. 
Outer 8$x5; fits-in 7x3% 


PULSES, CAN BE 
SET TO CALL ANYONE AT 78 


t original, but usable. 
ibs; #155760, $3.50 


Mm BAGS 
AND COVERS, 
MAY BE. USED 
JUSED. ALL ARE CLEAN 
a ‘TEARS. SHOULDER 
| STRAPS, ARE ADJUSTABLE AND 


. CW-TRB ROLL 


BAG for tools, 


F etce.; folds 
to 17"Lx6s "V7, 
Used, $5.00 


— ee ee ee wero ee 


BG-175 BAG simil 


ar to above, 9"lgx 


193 nx7 Md used,no tears $3 


Se Poe sees eee 


-1942 BAG, AS ABOVE WITH 


STRAP CLOSE COVER AND Higa 


BiWx2g" D, $2.50 


Rees Sh Ae 


Ge189 WALT BAG, 10% Hx5 "Wx 


/24" belt eee & cover 


naps $2.50 ea. 2 for $4 
T BASE COVERS, unused: 
BG-108, for MP-48, $3.00 
Ba-67, for MP-37-57, $2.75 
sT-18 CARRY ING STRAP, 65" 
2'Ws w/o SWIVEL-EYE 
‘| swap. HOOK AND TONGUELESS-~ 
| BAR BUCKLE NEAR ONE END 
| To ADJUST LENGTH. $3.00 
"|/ST-42 CARRYING STRAP, As 
EROvE NO SWIVEL, $2.50 


et eww were ee 


SED WITH BC-1000 TRANSCEt- 


IER; G83" EXTENDED LENGTH, 
4 WIDTH. Bence 


c-216 CARRYING BAG Sc 
ANTENNA AND H-33 HANDSET; 
| COMPARTMENTS FOR EACH, O/A 
19" LonG wiTH Top 5" wibe 

| TAPERING To 3" wide aT 
“BOTTOM, 32" vEEP. W/sNaP 


wwe eee we oe oe we we ee 


| SERIES MAST SECTIONS. Com- 
_PARTMENTS FCR GRC-SERIES 
SET ACCESSORIES. SNAP. AND 
WEB STRAP CLOSURE. oA 40" 
LONG, 3"Hx5"D. $5,00 


STRAPS 


STATIONS, SPST._LEVER SWITCH 
2x2$x42: '4C5100.60A $] .50 


SYNCHRON CLOCK 
MECHANISM, No.610 
oe v. 60° ade 
WATT | RPM HEC. 
129RB, WITH GEAR 
ASSY, NO RESET OR 
COVER. 2x2x243 40z. $1.35. 


SYNCHRONOUS MOTOR, 26 volt 
60 cycle, 60 TPA, shaft 1x 
1/16, motor 13x23 #1147 $2 


MOTOR DRIVEN RELAY SPST 
norm. open -. 
115 v. 60 hz. 
10 amps. cont. 
motor 115v 60 
: hz. non. sync. 
3. P w. 4/5 rpm. Cams can 
be set to set to make cont 
30 to 60 seconds. Also has 
provision to bring out a 
shaft. size 24x4x2, 1 lb. 
#N17R-68292 unused $6.00 


CRAMER TIMER SWITCH ASSY. 

Move TC-60SEC, 230 v 60 

Etc, SWITCH 5 AMP. CONT. 
3.8 w. 4/5 RPM moTor.$!.95 


THERMAL SWITCH opens 30 
sec. after cooling. tee 
130 vac. 2m ohm res. 14x14, 
20" leads. M-4199 $4.50 


AUDIO OSCILLA- 

TOR ASSEMBLY, 

originally in 

circuit with 2 

6577 tubes to 

produce 425 to 

2295 Hz output 

in 12-steps of 170 Hz. BAe 
24/12 pf trimmers and 21 
temperatures compensating 
capacitors and resistors. 
Use as basis for homebrew 
oscillator. 5éx5x4i, 5 lbs, 
#OSC=DIVS499, $6.95 


AS-207/CRT-3 ASSY 
w/300' #16 strand 
braided cadmium 
4s alloy copper wire 
on RL-48 reel and 
crank; mounted to 
aluminum 
door w/ad- 
justable brake and 
snap swivel. Part of CRT-3 
xmitter antenna which at- 
tached to kite or balloon. 


2x44 dia, 3 lbs. 


No door-damaged reels, 6. 95 
Wire only,. $4.95 


x3e. 4 lbs. #174-OL NEW. $4. 


HEATING ELEMENTS 


ROUND: HEATING ELEMENT, 6" 
OUTER DtA., S§"' INNER DIA. 
4" THICK. 118° VAC 500 watt. 
NuT TERMINALS. #HSW-6, $3. 


BRYANT STRIP HEATING ELE- 
MENT, 120 Vac 150 watts; 
lew x 8"L including mount- 
ing flanges. 2 1bs sh. 
#6115-931=7883, NEW, $2.95 


LOOP COIL TYPE, 9" 4 
115 VAC 30 w, 483075, “poe 00 


DOUBLE 'U' LOOP COIL, 3" 
HIGH. {15S VAC oi WATT. 
CHROMALOX #2 q 


vada SR ccoet RELAY.115v 
| See 6O Hz 1/16 RPH 
= MOTOR. CAM ACT- 
UATES SPDT MICRO SWITCH. 


33x2zU. Unused $2.95 


FP }LLUM| NATED 
oD CLOCK MECHAN- 
eR ~ {SM AS USED ON 
® @ i CLOCK RADGOS. 
SE CLEAR PLASTIC 
FRONT TO TRANSMIT LIGHT, .. 
No HANOS. HAS 60 MIN TIMER 
Acso HAS ON-OFF-AUTO ALARM 
2"sq FAcE. |15v 60 uz. 

SH WT 2 LB. UNUSED $1.50 


beveled : 

45 gears en ene” 
and 20 other geams ¢* to 
14" dia on bronze bearings 
4x7x42, 5 lbs#TUN/ARO45 $5 


® ALRCRAFT COCKPIT 
EXTENSION LaMP 
m2 #B-7; uses 
standard 2-con 
tact auto bulb 
w/53’ spring 
retractable 
cord, dimmer, 
& ON-OFF sw. 
Plastic; 2 lbs 


TIMER SPRING WOUND otra 


-eclosed when unit 


is wound, opens 

at the end of time. * 

30 minute 115 volt 

20 amp. Lux#2500 $ 

60 minute 120/240 vac” 

15 amp. Rhodes 65b $4.50 


motor, gears, etc. 

Fower suppl ~ output 150 VDC 
100 ma and geese 3 ceeee: 
Tube line-up 5/6U8, 6BE6 
6BAS, and 125H7, 

Cabinet 15x7x7, 21 lbs sh. 
Our bargain price is worth 
the tape magazine, coin 
mechanism, power supply, 

or tubes alone. NEW 6.95 


VARIQLETER 

from. ART-13 
200-600 Khz 

and 2-18 Mhz 
transmitter. 
2i"dia rotor; 

3" dia stator. 

O/a 44x5x32, 

3 lbs. #1112/aRT13, 


1D-68/APA-44 AIR SPEED IND- 
ICATOR;CoNnTAINS A KOLUSMAN 

TPUE AIR SPEED METER AND A. 
{NOLCATING WITH A RANGE OF 
84 To 434 knots. Has OsTER 
MOTOR AV-240, reLay,1/6AK5 
TUBE, COMPENSATING DEVICE 
PLUS bie OTHER COMPONENTS. 
15x7zx5; 20 tes. useo $15.’ 


RHODES 60 SEC 
TIMER, times 
from 2 to 60 
seconds; bell 
signals time 
elapsed. 3* 
dia plastic 
case; 1 1b: sh. 


#06414, NEW, $2.50 each. 


MSO INSTRU- 

MENT LIGHT, } 

Plugs into 

M4Al &-M8A1 

periscopes. 

Rheostat control, 22" cord, 
and uses 2="D" batteries. 
6x1, 2 lbs. Unused, $4. 


30 RPM MOTOR 


30 RPM GEARHEAD 
MOTOR, 24 VDC; 
Size: * ahx1- 3/8, 
Shaft: 3/8" x 

’ 1/8" dia. Hay- 
_den #K43121-P8. 
' NEW, $6.95 


antenna position ppatect, 
I-81, 5 markes, used $8.95 
ID-637/ ARM, 2 marks and 
VAR knob, unused, 10. 95 


I-101 CROSSPOINT 


| INDICATOR, 3" 


dia f/glidepath 
Good movements/ 
broken glass $3. © 


WIND SPEED 


WIND DIRECTION INDICATOR 
using Oster 4125-10 selsyn 
listed on page 17. Design 
your own wind vane and in- 
dicator so that you can 
monitor wind direction 
from inside your houses, 
Oster #4123-10 ssluyn, $4. 


WIND SPEED INDICATOR using 
a 24 VDC FM motor as a 
generator, a 1 milliammeter 
and a resistor range scal- 
er so that wind speed can 
be monitored indoors, We 
will supply the FM motor 
and a 3s" rd 0-1.0=50 
scale (FS-1 ma) meter; you 
design the rest. 

#WS-MOTOR & METER, $7.95 


AY-1 AUTOSYN 
NOTOR AS USED 
ETCs Bi Reet 
REPLACEMENT, 
$5.95 


1-8! & 1-82 ARMATURES ONLY 
PSHETIG/Al uNUSED, $3.95 
82 GLASS onLy, 2.00 


INVERTER SUPPLY 


TRANSIST@R INVERTER POWER SUP- 


SMALL PP-68 VIBRATOR INVERTERS 
me | POWER SUPPLY, pro 


vides 100 to 110 


BD-77 DYNAMOTOR ; (near 


ae PLY, input 24 VDC 500 ma; out- VAC 60 Hz 15 or ul 
i put 110 ypc 60 ma. Can be used 50 watt output tHe ep ieealt 4 
] to supply B+ for low power tube from 6 VDC 6/13 SHec. WT: 40 Les. 
type receivers. Transformer has amps (15W/SOW) or | g§ @mM 0 [tT ls TT rel 


12 Voc 3/6.5 amps 
(15w/50W). With 66" battery cable. 
9¥x114x6£, 34 lbs. Checked, — 95 


MRC-66 DC to DC SUPPLY 
has two separate DC 
toe DC transistor in~ 
verters operated by 
24 VDC input: Output 

"Rt -70 V bias, +100 
VDC 20 ma, and +200 : 

100 ma. Output *"T* +200 VDC 150 ma 


286 VCT 70 ma secondary. Other 
uses possible with modification 
Reduced output at lower input 
voltages. Schematic included. 
Séxcxz, 2 lbs sh. #522-1091-004, used- 
checked, $9.95; used-defective 34. 95. 
DA~15S3 PLUG to fit above inverter, $1.50 ea. 


=n ‘ Like 
sot uN areee 


AMP INPUT, RECOND. $30.00 


EICOR INVERTER X35!16-1 OM-42 DYNAMOT 
Input: 27.5 VOC 165 AMPS. OM-42 Ieee) 
OuTPuT: ji5, Vo_t 400 cyrcLe 

2500 V.A | PuHase 
SIZE; enescy wt: 75 tes. 
EXCELLENT COND. $49.50 


PU-7 INVERTER 


Un d Electric #2K3890 70 VDC {isolated #,-) 75 pV ete he 0 eit APA se cen syste, My SME Aes VIBRATOR POWER az 
for 46 EW 205°216 VAG en 6 Vac 5 ampa. Inverters in separ- | |NPUT; 28 VDC. 160 AMPS. |SUPPLY, useD 
60 Hz installation; 53" rd rate boxes which can be removed OUTPUT: Ne ev ac. 400 CYCLE |witH AN/PIP-IA 
rs for 0-450 VAC, 0 to and used independently. Also has 6 AMP. | PHASE  }PusLic ADDRESS 
b Full load, O-e0 eta e 24 VDC control relays, Reg-Ohm SIZE 9axBxl08s 100 UBB. SYSTEM. - 
Hz (reed-type) ; also regulator for 6 VAC, locking cabi-~ Price: Unuseo $49.50 5.2 to 6. 
equenoy, and gov net- with cover:.& key. plug Sand) ope kes ae eel eee eo VOLTS 5 Output: 300 VDC 
justs, AM-VM selec- ahi schematic. 9$x6x16, 21 1bs.$29.50 50 VAG; Size: 48xG4x24 
tor, on-off Parallel Operation, “AC” Grervates 


Otte ete ate td 


24 VDC 5.4 AMP 
POWER SUPPLY, in- 
put 105-125 Vac 

50-60 Hz. 10x5x5; 


et, and Field Flash Voltage button. HHI 70-1107 Ee ig 95 


bexiegxes, 56 lbs ah. Unused, $125.00 INPUT: 26 VDC. 100 AMPS. 


OUTPUT: 115 VAC 400 CYCLE 
1500 VA | PHASE 


PE-104 POWER 


Gon cee appease ete es PU saee ee 
@ SUPPLIES, a #OWM24N5.4-1, $39.50 PRICES UNUSED 4 oR 12 voc 
units removed from equipment, MG-149H INVERTER INPUT, OUTPU re 
* All 115 VAC 60 Hz input; oute STACO 12 VDC 4 AMP INPUT: 24 VDC 36 A. 750 VA 20 voe 1+ voc ano -4é 
“pute -5% @ 40 centigrade. filtered power gup- : v0 Ae . 3 


42° V 
S1ZE;4x4x7; wr: 10 tes 


OUTPUT: 115 V. 400 cycLe } 
| are New $3.95 w/extra vie.$4.9 


| pHase 500 VA & 26 V. 400 


" Appearance varies from pic- 


ly; solid state 
ture; 20 lbs sh wt approx. Souk : 


115 vac 60 Hz input. 


. , hatin | 250 VA. 

3.7 VDC 14 amps $21.00 Sx3x5s, 7 lbs sh wt. | CYCLE | PHASE 2 

5.0 VDO 13 ampa 37.50 #FPS-4 NEW $12. Size: |2x88xB8; wt: 25 Les. 
5.0 VDC 28 amps 55.00 PRICE} GOV. RECOND. ¥ 

6.0 VDC 3.5 amps 15.00 

10.0 VDC 16.5 amps 54.50 A 


POWER SUPPLIES for 19% wide rackmount, 
ectric (N}) or Lambda (L) manufacture; 
r freight only shipping. Reparable: 
5.0 VDC 49 amps $60.00 
5.0 VDC 82 amps (MF) 75.00 
5 VDC 82 amps, metered 85.00 

5.0 VDC’ 120 amps (MF) 105.00 


CPP-2 POWER SUP. 
PLY, output 12 
wwe. 22 amps or 
24 VDC 11 amps. 
With mains and 
load control 
and output mode 


SUPPLY 

WITH FILTER NETWORK. 

6 VOLTS Dc INPUT, 5,65. 

output 135 voc @. 155 M 

Size: 7£x2$x28; wr: 3 Le 
New $4295 


SIZE 1 hx 0x6; WT: LBs. 
Lecann#$10285 useo se 95 


5.0 VDC 31.5 amps 60.00 indicator at peas Input: 90-130 P-1254/0 
20.0 VDC 16 amps 57.50 VAC 60 Hz. Size: Lizlegzi0k, 90 lb etapa rote einer 
J-95/ORD-2 POWER CONTROL Box }S2 Wt- Used, -ge5760: Now $45.00 MOTOR on for URM-32 
for controliing and monitor- : 15x9% base. freq. meter; 
ing 115 or 250 VAC power cir- DYNAMOTORS Input 26 output 180 " ie 
; cuits upto 500 watts. Con- VDC 22 amps; VDC 20 ma, 6.3 vac nie 


sists of autotransformer 
 w/10 step voltage control 
~2c.4, from 96 to 137 VaC and 240 
s r 4a vac. Also features 34" round 
es li-reed 55-65 Hz line fre- 
Ms quency meter, 34" round 0 to 
ay 150 VAC meter, 5 and 10 amp 
circuit breakers, and over- 
- 142x14x13, 72 lbs sh. Used $48. 


output 1500 rena 
VDC 200 ma and 330 ypc 100 
ma. 44 lbs she Used, $24, 


DYNAMOTORS from T-195 xmit- 
ee a eae 
#HV-DYN/T195, input 28 amps RHIGH VOLTAGE 
“output 1000 VbC 500 ma; ’ 
8x4 dia, 15 lbs. $32.50 
#LV-DYN/T195, input 10 amps 


Xformer 460 VCT 20 ma, 6 
V 1.25 A.; Choke dual 20 
20 ma. W/6X4 tube. 12x3¥ 
12 lbs sh wt. Used 


TYPE. USED RENEW TYPE USED RENEW 
DM-25 2.95 4.95 p-40| 6.95 
DM-28 6.95 D-402 6.95 
DM-382 2.95 4.95 p- agitpress 8.95 
Di-2( |2 v) 4.95 DY-9 9.95 

Div-33 (write Ax) DY-|0 12.95 

DM-34 4.95 DY-17 no base $15. 
DM-35 20.00 Dy-2t “8.95 

OM=- j-36 2.95 iBea3 DY~22 9.95 


' LY; Output: — 
oe iby ‘ output 250 7DC 300 ma ik 
ANS ISTORIZED ~45 VDO 10 ma, and 116 VAC ; shod voc 3 a 

TRANSISTORIZED-REGULATED P.S. , 60 Hz. Uses” 


ae Two 1B3 RE 
TIFIER TUBES. WITH MOUNT= —— 
ING FLANGE. SIZE: 6x7x25 
Supc. wt: 8 tees oe oe 


ACE-HV3000, 
petite ear p10. 00 


Input: 105-125 VAC 50/60 Hz. 
MOUNTE D ON CIRCUIT BOARD, 
4%x5, wT: 3'teas. UNUSED, 


#CDI2N.85 12 VDC .85 A. $10. 


UNDER POWER SUPPLY, trahs. reg. 5.7 VDC 750 
f/115 VAC 60 Hz in. W/info to modify to 3= 
V 500 ma approx. 3$x5x3, 5 lbs. NEW, $8. 


TRANSFORMER & DIODE 
. ASSEMBLY with Sig- 


JACK 
& HEINTZ 


F-|32 INVERTER 
Input 27.5 voc @ |00 amps. 
Output 115 v. a CYCLE 
{500 va 3 PHASE 
SIZE: 16 Seas lakers sf wt: 55 ies 
PRICE: USED $75. 00 


ee ee we ee ee eee eee 


“CARTER WA-2503; tneuT 6 voc 6.3 aA. 
ouTPUT 250 voc 30 MA. SIZE 34x5x3; 
WT. 6 LBS. useD $4.95 
41Si4 F/Cottins 618; InpuT 27.5voc 
nal 24-4 transformer |..22 Amps. OUTPUT 650 voc 550 ma. & F-14/ |NVERTER 
which has two 12 V 250 voc @ 150 ma. size 9xl4 N $15 Input 27.5 voc @ 180 ames, 
4 amp secondaries. | -----------------------------------. QutTpuT [15 v. pei CYCLE 
oo IER Also two 200 V 40 A 5 VA PHASE 
diodes, two S00 V 25 4 SCR'a, and a P&B 120 V te eae Durer eon vaG 8505 ma | SIZE (Oxi tx7; pits. ab8 Svac 2,8 amp & |8vac 1.4 
Pk Gh relay w/l0 A contacts. W/schem- $12€:44x44x8$; 13 Les. unused $20 Price: useo $75.00 AMP. FUSED oe AC CORD. 


53x34, 8 lbs. #ASI-M912VPS, $12.95 : eon speak fo Oe 
MOBILE on = #J86731 aed $6.75 — 


SUPPLY 
AVA-126 VIBRATOR; 
POWER SUPPLY, e 
operates from 6, 
12, or 24 VDC 
depending on 
vibrator used. 
Output: 300 V. 


PP-|8 CONVERTER | 
= 12 VOC 4 amp TO 
24 VDC 1.5 AMP.” 
DS PARRALLEL FOR 
MORE CURRENT. 
\ITH VIBe 
BRATOR ’ 


ASSEN BLY, has eight diodes each 100 ¥ 
85.7 ampa or 220 A if air- cooled, 
4500 A surge 1 Hz. 7$x18x9, 26 ios ab. Used, $39.50 


#ASOISCS1ED1 3-6 FULLWAVE CENTER TAP BRIDGE with 6-300V 
83.7 amp diodes; 7xl4x8{, 21 lbs sh wt. Used, $42.50 


AN-3532-2 Input 27.5 voc 

20 amps. ourput 115 volt 
400 crycte, 3 PHASE, 250vA 
VOLTAGE REGULATED. 


ae & HEINTZ INVERTER 


#5961-860-1165 (Collins #548-1278-00) THREE PHASE 100 MADC. In- Size: 12x G: 20 LBS. $0 PLUC 
FULL WAVE BRIDGE, bridge rating 95 VDC max 290 amps eludes 6 VDC vibrator. 72x Fepg6| 25- t7eé06r" SIZE: OR xDh aE WT: “10 LBS. 
max using six diodes. 6$xl23x6, 22 lbs sh. New $40. 7¢x78; 12 lbs. Unused, $5. Used, $18.95 34.95 “3 
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IBE SOCKETS AG CAPACITORS 


Vac SIZE. PRICE 
4 220  42x15x1 31.00 


4150 SOCKET PAIR f/ 
T-195 xmitter modlitr 


DISC CERAMIC 


535.3 MFD 1-POLE 17-FOSITION, 23" dia 


2 440 2x2x1¢ 
25 440 64x5 Spe. 4.00 
48 480 8.00 
21 525 V4 x3 x1 4.00 
18 600 Sexdpxee 4,00 


x3x23, #7T195/4%150 : edreld e ‘bakelite; 3/8xi" dia shaft. CONDENSERS 14 220 4x2x1% 2.25 
Reaoved, oe fro. sm AS a cea ean cet || sbiwreceturp.| "326° 360. dxeea 4200 
a Ws061, ee en eee eee ew ee ew ee ee <= "igh 3 Ps ¢ 
' NEW, $25. ROTARY SwlICH, 2-DECK. One ) Good Value 4 330 6x2$ dia 1.00 
© 6/$is0. | 4POT “SOT no ae SIDES; $1.25 a KIT ba ar sieataue “Ps 
Oil capac-| OTHER MOM S. AND HARDWARE ASSORTMUNT . 7 
8 tors, re- | PST mom, 1-3/8" eae CERATS bine chan exontaiee 12.5 560 4-5 / 8x2} x2 eee 
-from aut naaiit s 60 3 


AMIC. 285 9g0e- 20, 
MINI-ROTARY, 1-pole 3-pos. 
shorting. i" dia; 1/8" dia 
shaft. No hardware. 

#LED-M13-S, unused, 75¢ 


quipment such as 
washers, screws, ri- 
vets, nuts, termi- 
nals; 2 lbs $2.00 


ee, JOHNSON 275, $6 


i, * 
CHIMNEYS tor S rob) si8 or 124- 


600 2¢x2ex1 75 
0 (4X150/4Cx250); used. 


600 3 


400 ea $.75 


2ex1 295 


MFD VDC SIZE PRICE 
4 
2 
4 
7 


K606 124-11 3.00 ea. 2/$5. 6 600 4$x2%xl¢ 1.20 : 
eee t Bs 600 axaxe” 1735 | THUWEAUMEEL WAFER COMERS -f (45 Haag) atat ata’ a a0 
10 600 5gxSgx1¢ 1.65- | SWITCH, 18 posit- » les 1.3 950 54x4x1q 3/1.00 
BENG 07% 205 1.5 1000 4xl=x1 85 ICN,NUMBERED, 2 & 10 MMFD To = 0 2* 1 65 
“CERAMIC (sPeciFY) .60 2 1000 4xléxi .95 HOLE MTG. HORIZON 6800 MMFD. Ee re eahiae 4,00 
TAL MOULDED 2 HOLE Bote) 4 1000 4:x25x1 1.35 TAL OR VERTICAL, 1.5 4000 8¢x4sx ° 


$ e 
RAMIC Types 4,5,6 & 7 1.00 a KIT 


| CONTACTS STANDARD sizes 65 
MOULDED types 4,5,6& 7 


2£x3/8" # 960 new $1.25 
SAME AS ABOVE |O POSITION 
22x3/8" 7980 new $ .75 


Dual: 15 mf 1000 V/6 mf 
aye WDC 44x3Gx3g 2.25 
1500 4x2exlq 1.15 


ELECTROLYTIC ()/PAPER (P) 


6800uf 16 V axial (E) 4/$1 


CONTACTS, STANDARD SIZES .45. : 1500 42x3ixl- 1.9 450 uf 25 VDC (E) 50¢ 5/#2 

MINIATURE MOULDED 7 & 9 35 8 1500 a = <p 2=DECK 5-POS w/OFF-ON see 1000 uf 25 V axial (E) 50¢ 

CERAMIC 7 & 9 .50 10. 1500 Shx3$x3 4.00 | teh 2/SPST 8 4 125 V. 26 WIDE RANGE 1500 uf 63 V axial (E) 75¢ 
IELUS FOR MINIATURE TUBE :40 : 12, 2" d shft. #2D5PSW “33. $1.00 KIT. 40-40 uf 150 V (P), 2/$1. 


4  2000- peieae 4.00 - 
12. 2000 7x45x3% 12.00 
0.6 3000 6x2sxlz 1.25 

1 3000 4$x3 x24 Toed 

2 S000 5gx5gx5q 2.00 
1 
2 
2 
4 


50-50 uf 150 V (EB), 45¢ 
80-40-20 uf 150 V (P) 2/$1 
250uf 150 V axial (E) 2/$1 
25-25 uf 200 V (BE), 45¢ 
50-50-50 uf 200 V (EB) 65¢ 
140 uf 300 V axial (FP) 85¢ 
120 uf 350 VDC (#), 95¢ 


‘a 4 yee aes” CERAMIC FOR 
872 ETC. 


ai PRECISION 
\ RESISTORS 
i25 asst. on 
|} boards. Car 
bon or wire 
wound 1%, 
$1.50/kit 


MALLORY NON-SHORTING TYPSS: 
#52847 S-circuit 4-pos $1. 
#o243T 4-ckt, 3-poa., $1.10 


USED .49 

NI 4 CONTACT CERAMIC FOR 

7\8 ETc. JOHNSON 234 TYPE 

.#22 7684.98 UNUSED 91.25 

WIC FOR 829 ETc, used 1.25 
the BG2°EEC.. Used 1.25 


 ™ BIL /866 "used 1.25 


ae Ok kk KOK ROK KOR OK OK OK KF 


4000 7x3gxlzq 2.50 
4000 peat at 5.50 
4000 7$x44x 
' . 4000 10$x4$x52 9.50 
2x0.1 4500 S5éx3Gx1# 1.50 


ANTENNA COUPLING 
* SWI TCH, 6-posi- 
: Etion, I-pole. 
2-3/8" dia. Cer- 
Bel emic. bar knob. 


80-30-20 uf 450 V, 40 uf 
150 V (E), used $1.25 


RESISTORS 


2 7500 14xl2$x4% $14. WIREWOUND 0.01 uf 7500 V (B), $3.50 
JOHNSON CERAMIC SOCKETS, unused | HI-VOLTAGE AVAILABLE-write. “Removed, $5.95 25 ASST, 
is 214 for 750TL/1500T etc $2. | NEN | ------- NE ET Sos SRE peer oie ma -2 eT 1 
he for 2008 ete. 42.60 | AER MMC Ud | kocary swicch one deck 17 ade oa Stel oto 
heer for 829B, 7094 $2.00 position, one tie deck.14" | 7 to 20 ton Sapaend 
-(#124-220-1 for 891R; 10sHx VDC SIZE PRICE x1. silver pl. SW-249 $2 Watt .Wide TTT 1 KEV DISCS: 7/$1. 10/$6. 
8" dia; 20 lbs ah. $45.00 24000 3 4x5 $275 ee 00 a mo lee wo range of values some mes saline ae eset 
| act o oh aah 00 Ea tiginak Peering 1<POLE 12-P0s non-shorting; | “*hped+?? ASST $1.00 Ger..o0008.  sbooas 
+ 2 2 24 
leg oe eo a 61000 10 azee 1.50 (| }47 dha Reiss ene TANTALUMS, 35 VDC PCB-type 
#124-0113 SCREEN GRID BYPASS 150000 10 S$x3 5,25. peeeeory CONTROLS 4.7 or 6.8 uf 4/$1 10/320 
Ea ant 2000 pf, $3. 28000 15 4kx2- 2.00** = 10 ASST. 40 uf 25 V, 2x3/8, 2/91. 
73000 15 3 3.00 DAVEN SWITCH Popular 47 uf 20 V, 2x3, 45¢ 
20 uf 50 V, 1$x3/8, 2/$1. 


5200 20 33x1-3/8 1.25** 
40000 20 48x24 2.75** 
52000 20 6x3 -2.85** 
18000 25 43x2  2.00** 
16500 30 ° 4x3 2.00 


18-POSITION, CON- Values 


NN TINUOUS TURN, 2" 
xo dia. Zinc- silver 
“contacts. gxq" dia 


Wy 


9 en terminals each; 
total 40. Size: 
| 3ix3xZ; unused $4. 25. 


RESISTORS 


WE 4x10, used $2.25 25000 50. 44x3 2.25 pe noe wees 5519 Was20F £45,,10/25 W 9) 30 
#660069, 3 rows 54000 30 6x3 4.00 Unused, $5.00 ‘so oD 0.33 Ohm 11 watt “WW Dale 
26 removable ter= - 18000 35 4x3 2.50 BS ea eae ee eee heme iy [| a ny «eee tne LO " 
minals; 78 total. 7x25x3 $4.50 25000 35 4x2% 2.75 Miniture tap switch 1 pole Fa 2.0 Ly! 10 " a 
pe pias eae a 37500 35 6x33 75 7-position rated 1 amp. 2.45 1" 3 e 43 
‘WE 2-rows 25-term; used $2, 9400 40 4§x1$ 2.00 1x§". Grayhill 7 pos. $2.00 10 sf Bate he Oe 
489865 40- -term, flat mt. $2. 30000 40 SEO 9 ae RO egal cata aes tedden capes lg 24 ; Bt oe) aie 
Sener aa 51000 40 44x53  4,25** | CERAMIC TWO DECK, 1l-pole 4- 70 5 
879-9661 3 rows Bk 30 terminals position/deck (90 throws); 100 . ieee * 


76000 40 5$x3° 4.75 


one side wire wra 2x¢" dia shaft, 12" dia 


1000 50 £3xlt 1.80% 


| size 8-7/8x2-3/hx1-3/4 $3.50 .| 23900 50 4x3 3,25%" | wafers. #63-2- 1p4P, $1.75 
| aTRCRar? STYLE YERMINAL SYRIPS 3500 55 rhs ithecad fe Pad ey gr RN ay Bayonet 3900 " 25 ™ . FERRULE 
1) av-3436-2-6 6 term. 4x7/8x11/16 | 20000 55  Séx5 5,25" | 5 Tee Fee ea ced Seren eve. | 1000 " 25 3) Wy 
| | 6-32 studs on 19/32 centers. .55 eects s5 “ge Bane He-moved $-602/13 $1.50 $1.00 a ) ‘ Ltrs 

q ee eS OS ay eee op on mS oS ee _ Oe Seen ema waawes Steen > 

| AN=3436-2-9 9 term 6x7/8x11/16 950 75 4x5 2.00 Ceramic 1 pole 12-position : 100K " 3  ™ , CERAMIC 

6-32 studs on 19/32 centers .75 Roos ae ie bate rotary ls Pg A ecaye STRIPS,Tie lug|/\¢ |-6 OHM 220 W, 5%, $1.50 
ewes oe ee oe £ ° e-move tri ASST 1] " 
“AN-3436-4-10/10 term. 7-7/8x1x1 PLUG 0 ax ataenta dl OOM a oak ee ok phe tas aca) 0.05" {05 W, 5%, 4xl, $I. 


4200 100 4ix1£ 3.50 


_ | 10-32 studs on 3/4 centers .80 
900 165 4x2 dents 1.00** 


3=DECK 1-POLE 11-POSITION/ 


PRECISION fester 
deck; 1-3/8" dia bakelite 


5K oHMs + watt, 0.1%, 60¢ 


} AN-3436-4-16/10 term. 123x1x1 


1250 1860 = 43x23 43.00** | wearers, 4" dia shaft. #5930- TERMINAL 7.5K OHMS, 02333 WATT 
Bee Brea on 2/* centers $1.25 ss 200 4x2 NEW 2.25 el unused, $2. a WGS,ring 0.25%, WIREWOUND, Abe EA. 
“5BK-22 BOX Consists of 3 AN-3436 oo a 4x2 used 1.25 | ---------------------------- apade,crimp | 28K oHMS 2-WATT, 0.05%, 
terminal strips 13 term. each & os ra 1 1.00 DUAL CONTROL SWITCH, 3" dia meBew types.Wide WHREWOUND, 40¢ EA. 
2 AN-3436 9 term. ea. The 10/32 5200 ei . aoe nat outer shaft switches 1l-pole ve variety of 55 MEGOHMS, [0 STS 1%, 
studs. extend thru. the phenolic is lias 4-positton rotary; 1/8" dia | sizes for all uses in DALE wiREWwouND $1.00 Ea. 
board and have solder terminals. | + --- = lesen cias'p Peet 0 inner shaft adjusts 50K ohm | clear plastic box, 9=««§ | ~~-"- tro 


APPROX. 200 Pcs. $2.00 


ROTARY WAFER SWITCH 
six different types 
Multi-decks and 


} Board size 52x83x2 ; Libs $2.75 pot w/on-off. #3540 NEW $2. 


ANTENNA oneal SWITCH 


BUY 5 COMPUTER GRADES of 
SAME rating, take 20% off. 


--—=—-— == = = wwe em nm wm = 


DALE BA ae POWER RES. 
100 WATT (34x3x12 rs VAL- 
UES: aS (SA) [0 (1%), 
Bot UBbal 2), 93-50 
“ — s : contacts $1.25 XOX }as VALUES 
IGA CAPAC- MED WDC OM te tet le 8 Wea Cb ONES Ss ts GOUNAR TET see 00- 
fy omteraauees eck et eee BATHTUB CONDENSERS | 25 OHMS 100 W 5% Dale $1.50 
in RF power .02 600 55 KIT .1 to 1 mfd up TCMISS Boe Dale, $2.25 
peek et “beg ort aS to. 000. VDE. Vari= 6.8 OHMS 220 W, 10%, $1.75 
let hee -0004 2500 55 ous types 10/$1. Cee eehinaee caret sas Push: anette 
esp. than. 4006%2500. 552.] DAVEN SR-1%) fied MP : 
1fx1-3/8  ;016 2500 60 MORE CAPACITORS A Sead aaldardap eS 


4K ohms 3 watt, 1% 2/31.00 
$1.25; 5/$5. 35 pr 3500 55 Polystrene 100/315: abs 
; .01. 1200 .Ol uf 200 V, 4/31. 10K ohms 150w, 6$x12,$1.75 


y cf a 
"008 ur 500 ¥, 4/41 | > -Crms 50% 5%, 4x5/8 $1. 


10 capacitors in ranges 5-~ flashed contacts and bind- Mylar types: SLIDER VARIABLE Wi RESISTOR 
SO VDC 1K-50K mfd; takeouts | ing vege 5/8xi" dia shft -022 uf 100 V, 4/31 } 15 ohm 35 watt, 10%, 41.00 
0.33 uf 400 V, 5/$2. ; 


Approx 10 lbs, $6.00 o/a 65" #7873 NEW $12. 10 ohm 75 watt Ohmite 


MINIMUM ORDER $5.00 Page 11 


1 ie a th BS Se GR CLIPPED WIRE 
| BARRIER TERM. STRIPS AVAILABLE, 
| 3/4,1 & 14" wiotus, 2 To 16 TERM 
» (NALS. TWO TERMINAL 20¢,£a. Each 
} ADDITIONAL TERMINAL 3¢. WE WILL 
SHIP CLOSEST TO YOUR ORDER. 


DAVEN SR-14 mis 
SERIES D. 


S-deck 24- 
position ae 


ropa switch, 
2i*® square ‘decks with gold 


HEAVY DUTY TER- BeREReeeeeregs 

| MINAL STRIPS. Gabatbaneasn 

} APPROX.2"wx/4D. 
6 TERM. ate 1.50 12 TERM. WITH 

\ ees te "2.00 SCREW DOWN 

yao" 8 " 3.00 HOLDER TyPE$4 


Tae) ees a Se eee ee Pe ae 


—HLeH vo 


ti7v 60nz 375v TOMA 2/6.3 -6A DExAxDB: :4.B#24003 $3.95 
105/115/125 780 VOT 65 ma 54x5¢x4¢ 15 #A3499 $5.95 


‘| nd 


200 


P380."A 
5 60 1470 VOT 126 ma Sxé8x4d-16 #556-9606 $14,905 
(2640 MW), 6.3 V 2.5 Ay 6.3 V 04 A. 


115¥ 60hz §10v 22 
6.3vet ba/d5v 


115 60 1}Ov}00mA,50veT 44x38x3% 10 Kar#2334 6.95 


5A, 25VCT, «IDA : 5$x4¢x4%; 18 1b COLLIN 
j4ver 2.5A. SMB202-909 $15 RE-MOVED {Ngee 
115 60 600 VCT 60 ma 23x4x2hi 6 Lbs) 78S) 65.95 ae : 


6.5 V1.5 amps 


550 V 


5 TWAT &9 > 
121 ViRAly OV Hz 


115 60 820 VCT 120° ma 4gx4px4 10 #7629631 6.95 © | SHBE02-907 $20. | bay. 175 v. 50/60 40 ver] ete 2/6v IA. c 
Ws 5 V 2 amps ; Sec: 3/19 v. 5 amp | SIZE:32x 5x4 5a Les. att ZxX14x25 | § 
115 60 1000 Vor 220 ma Sx4ixd 20 #T1/610 $10.95 | Pri: 115 V 60 Hz 28 Vv. a mw | URC#702-704 "6. 951 urc#374501-1"  -$2e 
2.5 VOTS A, 5 VCT S A (1750 V insul) Sec: peru 400 WITH CAPACITOR. | 7°77 >> *o77-"- 7 ese - J 
60 6.4/1 a. BY D4y3 é May. 150 REQ. VENT Sec: 50v@100ma/3v@l 00 
es AB 3/6. 44.3 22xdx2 | 645-0612 2.25 Ma. 62x5$x8, ABNOEXTE Tk Moi eee wa/40vGt Pa eae gle, Seo: 2/80, Ver 150 
15 60 27v4.3n, /2.6v3a.  5x5x5 15 DI6I915 9.95] 38 1bs. #TRCO-29/ GFe S91 kaos SIZE: + 22 Le. f eeeka tas 
ae0vrare/} =/1/380/346 [25a 228 See ete : _ | oRepSTeSSeET" 3.95] a. 1780 
z 360VTA V.125MA ve Fae RAED ALS RTA: GCS El >! = page nt 
5 6ycT 4428 AxSxGh} 1288. F7489994 $3.95 eae OR SUP- pray rye te 
gel ond Vee ee 5 #2Z9612-382 4.95 115 Vac . s " 4 On «ieee 
pe b 60 Hz v. 3.0a — 
800 Pelee: pre a Seuss 6.95 arses Vio OR PRI: pe we Evae VC 
: 3 Oo *: Unuse WITH ates re 
Oover .050n S¥SA 43x3x3; 9 Les#IFlAOSY$3.95 | SOAS. - - - GE-2T91A40 g Sis rae Vad AG 
2 iS tos BE12696: 18 V 1.5] REQ. VENTILATION AMPS ec: 
) Hz =e veT 20 MA; S£x2$x43, 10 #8734, $2.95 oan 19 V 2.5.4, ; 23 LBS. Wire for 56 VOT 8 


.° > 
(25 KV 


3 
? 


700 VCT 
6.3 VOT 
940 Vor 


6 VOT 1 


V z 
6.5 VOT 
6.5 Vor 


Day ¢ 


60 Hz 2.5 


. Z ’ 
UTC #R-44 
220/240 V 
te 110/ 
120 V 50/ 
60 Hz 250W on box 
w/ 4 =treskera, re- 
lay, Sn mount. 
O/a 6§xlox4é, $9. 
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/225/250 60 Hz 6.5 VOT 4A, 5 2 A : 
115. “605-350 CT (26 MA 28x3gx3 4647-6762 3.95 


60 VOT 300 ma 6.5 V 600 ma 
700 VCT 50 ma 34x5x3$ 12 lbs #123514 5.95 
5 V2 Ay 6.5) VCT: 5.5) 4 


@ 30ma  .34x24x2331 lbs #5569 3.95 maa Dal kel IGN at 


6.3 
ROOG VCT 500 ma 7x53x5 32 #HW=201P 32.50 


iZ SECOND 
60nz 6v/la 45veT/.5a 3x2ex2h Ore #1461312 $2.95 


hz 6.3v@15a/two gaia 1l lbs #4094 20.00 


two-5« ey, 


7 50 VA 26x3x2 3 #BEL1269001 $5.50 
2.7 2 ABxdxd 14 853-6026 $4.50 |5950-829- ~Belebe. 96 


31 v@3. o7,, 15.5v OTS, 10 5950-9195 $3.95 
sD A 23veTe. 2iA 


LTAGE ~ehovetalaleboneti 
IDARY SIZE. WT. STOC PRICE 


Pri: 115 Vac 60 Hz 

Sec: 5375 VCT 90 ma ; te 
2.5 V 10 amps} (RO ORER Mee 
5 V 2 amps 
6.3 VOT ts A | ART-I/3 ModucaTIon 

() 


Pri:115v50/60hz 
Sec:1860vct © 
150 ma. 1500 wv 


Oma 4x34x4h3" 6 lbs #3252 $ 9.95 
3a 


7308, Page ¥ 
XOgX LBSa:' 
LLINS#O77NO5 


Pri: 115v50/60hz 
Sec: 2340 vet @ 
245 ma. 3940 wv 
350 v. & .Ol6a,. 
Vsx5x645 35 ‘tbs. 


OT 12 ma 2ix4x2t 5 lbs #37711 3.95 


52x6x73 ; 
$7. 


Glee earn 
i 10 V 4 A; 3x4x3h 
a ma ihixexe 35 #1000A-358 $25. 7 lbs. ah $4, 95° 


test, insulators 32% high) 10 for $45.00 


#PT-09: 48 vor 2.5 
amps; 33 ar et 6 
lbs sh. 5.95 
Te60mMA ROOSX42 8 279608-|10 5.95 } occ lo lle 

»5 a (For TG-34 KevER) #PT-1602: 78 VCT 3 


70 ma 4xdix¢ 6 #7152960 $5.95 rie Lee ee 
’ . 


Bg O> WS BIND wh ETM giana: He Hear cil a pd ee aan ee eee 
600 ma 7x8¢x6 39 #254-0035 $14.95 | 4023-1967: 70 vor 
Sas 4bx42x32, 12 
lbs. $7.95 each 


«2a. 


Pri: 115/230 VAC 
50-60 Hz 
Sec: (12 V 14 A. 
by wiring 12 V 
secondaries in. 
parallel) or 
12V9 A, 12V 
SB. 2 A, Leovid 


satan Aen aE IN oe se ean amps; also 44 V 
#EMC-56: 50 VCT SA 2.5 amps. 
34x5zx5Z, 8 lds. Sax4ix4e ar oee 


$5.95 ea; 10/954, 


SIZE. WT STOCK # PRICE 


-5 emp 2¢x23x24 3 #518-3847 5.50 


5@2 


Pri: 220 VAC 60HZ 
Sec: 10 VC 75A. 
Requires 6 mfd 
6xbx45 20 " 647-6219 $9.95 Belngedp oagean 
; : 


Syx2i2f 41d 5950-8419 $2.95 
4éx4x2e2. 5 #2-5VSAa $4.50 


100 Watt 
RESPONSE 200 to 5000 
PRI: 7000 SEC: 7000 


4ix3$x3} 9 THER-8708 $3.95. | *NHO114781 $18.95 


wee we oe ee we we ee eee eee 


ll A, 44xex3§ le #FT2550 $8.95 HART ate F/B0=191/375 TRANS, 
6.2 A, 5.2 VOT 4.4 4, 6.5 V7.8 A fmm sec: 2 v. fize 3x4x5 WT. 5% lbs 
Mie awe ae fee 
Trice | 9 


A RO.4x2 6 869-2849 $4.95 Ne TT 
OA 

se , 2kx3$x23 [tp TFIAOIYY $2.95 MODULATION 
vr ,000 OHM CT 


<o130080 9 


FoR RA-62 RECTIF. 
USED TO POWER 

SCR-522 REc-TRANS 
Pri: 110/220 voLt 


-B5_A 558i 200 ADC 
eee 40-60 cycle 
ver 10 Aw; 44x3§x3g, 12, #2253 $2.95 Seti 228 VoLaRErS 600 W 
0@2 MA 
abies @ 8! 
. 4 @3, te c: 
6x 30.L 
Shoe gees 192 
Pri: 115 V 60cyc Price: $7.95 
Sec: 850ct 280ma 


oe | Vi FAIR XK-108 


°52 60Qua 4 tha. #auge20498 Pri: 115 VAC 60 Hz Made for ARC-5, 
5éx54 ¥ 500 VCT 80 ma ARC-type 12, 
#2500 -c48- 128 es. Per eence whtaycas 24 VOT 2 amps BO-65%, R-174, 
~ . 4 - v- 
$6. 3 lbs. Used $2.50 era hs Seng te Si eee 


TRANSFORMER 50 Watt] V5 A. 4ox4¢x4, 16 1 


TRANSFORMERS LISTED BELOW TNE m 
60 HZ PRIMARIES UNLESS OTHERWISE | 


Sec: 18 V 5.4 A, 26 v | SEC: 175 ve 
1 A, 6 V 900 ma, 25 vp /ovcT 200 . ; 
500 ma, 35-10-0-10-35] |00 ma. & 5 v. 

b] StZE:3x2ex2%. 
URC#720660— 


Pri: 105/115/12 
Sec: 285/300/3: 
300 ma & @ 1650 
; 6x48 15 lbs. 
Sec: 250 V tapped 50. a areas 
Vv 120 ma, 4 KV test.| Sec: 40 ver 
4x6¢x3s, 9 lbs sh. | SIZE: pt 
#BP-18587 used $6.95 | URCFO6U 


Sec: 30 vet 560 ma 40 
vet 450 ma 2ix2ix2; 2 
lbs. #401-6 $3.00 LB. URC-LT- 
Sect 450 vet 250 ma. Sec: 30 vet 200° 
45 pag 100 ma/2. 


#401-21 unused $8.95 


# wt: 46 Les. 
#NCR8318001, $35.00 


Pri: 115 Vac 60 Hz es me rk Be 

Sec: 32 VAC 4 amps ec’ appe 
Suitable for 24 volts 3 amp. 4x: 
vpe saga pee sup- ae lbs. fae 
ply. 3§x3$x3, 5 1b 

#4892=83 NEV ha. 95 


CHARGER TRANSFORMER, - 
230 VAC 60 Hz primary 
with 8-taps to produee 
12 to 40 VCT 50 A sec 
ondary; usable on 115 


aq PRI: 100,115 v. 60 
Sec; oD si e) ° \ 
80 v 
312533 x3K45 WT 
3928 0015" 


Pri: 115 Vac 60 Hz 
Seo: 24 VCT 50 amps 
52x6$x5¢, 28 lbs sh. 
#RAYSOO1L, NEW, $36.95 


ISOLATION, “330 Vv 50 
60 Hz to 115 V 435 
3zx4x3 7 1b $348 ‘ 
VIBRATOR TRANSFO: 
Pri: 12.6 V 115 He” 

Sec: 160 V 160 ma 
2-1/8x23x34, 4 bss 
#5950-243-5679, 34. 


Pri: 115 Vac 60 Hz 
Seo: 460 VCT 50 ma 

6.3 VOT 2 amps 
Sx2ex2e, 4 lb. #7514 


Pri: 115 volt 60 cycle 
Sec: 30 vet 15 amps 
43x5x3¢; 151bs. 
#80-120002-01 $16. 
115 voit 

S vet @ 


6v. @ 300m 
SiZE: oan x3; wT: 
Sra Ty. ee nenass-----4URCHI 34] 155-2 ~ $25 


SEc: 126, ii Be90 MA 
1ZESGZXOSxOL: LB. 
Bropastease r 5. 50 

Sec: 26.8 vet 1 A. Sex 

2x2%, 2 1b. #401-17 $3. 


Pri: 115/120/125 vac | 
60 Hz 1 


Seo: 24 VOT 35 AMPS 
54x5x4, 19 lbs sh wt. 
Wabash #4429 NEW $30. 


Pri: 115 VAC 60 Hz 
Sec: 45 VCT 500 ma 


Size: 3£xx23x2$; 
URC#203A6725~10 2 


Pri: 210-250 v. 50/60 
3e0:13.7 v. @ 1 amp. 


6.3 V1 amp 
6.Svct @ 4.75 amp Size: 2x2 4 1b 
4$x5$x3%; 101b ee 


2Z9600-84 $10.00 
Pri: 220/220 VAC 60Hz 
Sec: 260 VCT 200 VA 

Ne 17 18s a wt. 


Seg: 800yer Soua/4ves 
6.3V.94/6.3V $088 


SXSKSR FRG SI 


SIZE: 313 7a 4.8 


STK#ORD7629 
Rice: $|.50 


as SRIMARTES ANTES 
120/125 votts 60 CYCLE. 


we ee we wm wm ew we ee 


DC POWER SUPPLY 
PR oe 115v_ 60. 


: 115 V 75 ma, 2.5 V SA, 
6.5 V 6 A, 6.3 V 3 A, 6.3V 
1. .8 A; 4 KV insulation. 

12 lbs. BP18585 $8. 


sei, $15. 


CONSTANT VOLTAGE 
epee tt fe 


1-177 
hte eeuee 


1 A 
GEFOTS5Y 159 $4. os 


www rw a we ae ee ee ee 


ec; 6.3v 2.75A/6.3 & 


S1ze:4x4x9s: 


a ad 


CAPACITORS. SOLA 
AND OTHER MFGS. 
REMOVED FROM E- 


MAGNET 1C. 
AMPLIFIER 
115,400 cy, 
HEATER/D.C 
REFERENCE 
CONTROL. 
-$425087- [A/SPERRY 
\2 LB. 


sir} ip Bat EL ae 


dotoresy2265g03" 


120/125 VAC 60 Hz 
: 1120 VCoT_75 
MA, 365 V 150 MA 
tapped @ 535 V 
3$x5x3, 8 lbs sh. 
#TFLAO2TA-R $5.95 
Roos 2600 v tapped 1600 V 
5-7/8x7-3/8x4¥, 25 
lbs ak #RP18584, $14.95 


; 115 VAC 60. Hz feoe* 
SEc: A, VCT 250 


2.5 VCT 10 A, 10 Een 
5x3kx3 7 lbs 2Z9621-201 $4. 


eww ww we eo ee we we ee 


ac 54x3sx22; 81b 
581-5333 $5.95 


ee eee we we we wee ee 


#9861, * aH, $3.95 
Sec: 6.3 VCT 5 A 2.5 KV tes 
Bex2x2t, 3 lbs. #P-6446 $4. 
Sec: 6.563.1a/6.302.5a/6.3 
@.45a/6. 2u.30a/2-5.002 amp. 
$3.95 


2050. 72-3882. 


Pri: oA VAC 50 
5 VCT - A; ree VCT 4 A; 


moe V se aio MA. 
je ace WT; 


-60 Hz. 
Beis Beha V 


HZ. 
re v. 8 amps 
Two 5 230y WINDINGS 
To suppLy 370 VDC 


600 
DEXOEKO eo L 
279613.514 $7.95 


we wr nm we ew ww nen 


Pri: 115/230v 60hz 
Seo: 12/24 V 4/2 a 
23x5x2, 2 lbs sh. 
Stancor P6377 $5. 


we ee wwe ew tee ewe 


, $4.95 
MODULATJON 


MODULATION TRANSFORMER 
Pri: 3000-3000 

: 4250 7.5 KV 

15 KV 

; 90 lbs. 
American Trans. 
5950-228-0821 


5 ¥CT' 10: A. S °VOT SA, 6.3 
VCT 5.5 A; 2 KV insulation, 
44142034 12 lbs. 14/610 $9. 


SOLA CONSTANT VOLTAGE 
Pri: 95-130 VAC 60 Hz 
118 Vac 120 VA 
STEED, 12 lbs sh. 
bea 112 NEW $27.50 


100-130 Vac 60 Hz 
504 6.5 V 25 amps 


ee oer oo 


: are vct © 90 mA, 
A 6. ae 4a. 


Sec: 6.3 VCT 5 amps 300 W; 
2 x3-3/8x2-3/8, 5 lbs sh. 
#5950-539-6765 NEW $4.95 
5 VCT 12.6 A, 1500 V insul, 
3$x3tx3, 8 lbs. #73/610 $7. 


wt as Ge Pak 29° fot 95 
OR gov ree HY. 


node Fa. 


Sola: #302237, 


$3.95 


15 tes. 


31005 
45.00 


MODULATION, pri 8000 


Sec: 6.5 vet &© 3s4a/6.5vct 


ee ee 


@ 13.7a/5.2v & 6.3a/5.2v uv 
2.la. 4¢x3ex6; 15 lbs. 
TRC-SMB-202910 $6.95 


CT 250 ma; sec 2800 ohm} Collins 250 watt moduli 
ation, 677-1040-00 

: 5000 
Test. volts .7500 
Responce 400-5000 
9x9x9; 75 lbs. 
9950-235-6857 


: 350 vet 25 ma 


120 W. 6x4¢x4Z, 30 lbs 
sh. #T201/MD141, $12.00 


sc 
‘| Pri: 5000 ohms CT 
Seo: 2750 ohms CT 
|150-3000 Hz 15 W 
‘| 2-5/ex22x24 


Seo; 6.5 VCT S A; Sx3x2, 
S lbs sh. #F-18X NEW $2.95 


ALL. PRIMARIES 
5 vott 60 cyYcLe 


: eae VAC 
5 = 
ec: 310 V 100 ma, 3/6.3 


Pri: 21000 ohms CT, sec 


8000 ohms CT 250 ma; 


$59.50 


Pri: 210/220/230/240v 60 hz 
Sec: 5 i 10. amp. Stand of 
Wilcox 96C Trans 


re 6v. & Aeeaatt MA. 


150-3000 Hz 250 W 7 KV 
test. 78x4$x4, 28 lbs 
sh. #2Z9633.68/610, $15 
Pri: 115/230 VAC 60 Hz 
: 600 VCT 100 ma, 13 
ViA tapped 6.5 V3 A 
- Ve2 A. $4x45x3, ? 1b 


8 amps, 6.3 V 10 A 
5xhaxh, 1h lbs. 
MECH 10007. removed $10 


| #cTc15801, Audio Development6977 


Modulation,plate to 
plate 15,800 ohms. 
4500 .900a DC, 
-0S0ADC, DB 400-S000CPS 
z =; 110 lbs. 
5950-568-4831 


Pr #000 ohms CT 


weer weer ree eer er -—: 


SAC3\093 Ve camp 
1atidxi3; kioZs 
BE16073-001 $1.50 


emer ee ee ee wwe wwe: 


Sec #920 VCT 100-ma 
ie 4/6.3 V 8 amps, 5 V 
f 6 A, S Vk amps 

m Sx5x6, 20 lbs sh. 
mPaeco #910-96R $12. 


rehodds Kenyo 10694 $10 


$-3/8x44x3, 6 lds. 
$c20e1/am20, $7.50 


| Pri: 16670/4170/ 


Pri: J15°Vac' 60 Hz ' 

Sec: 850 VCT 225 ma CT grnd fae 
500 VCT 125 ma, 2/5 V 3 A, Ba 
665.V 265 AS 6.5 VL. 25 A, 
6.5 V ll A; 6%x63x53, 

lbs. #188-7474, 


Sec: 6.3 VCT 2 amp 
23x2x18, nity 
Stancor P-2945 $3. 


www www ew oe ow ome errr 


As above except 960 VCT 
500 ma secondary only. 
Paeco #910-5-95R $15.95 


, vathey ety to 


sae : ae Ne 
X1gx 3; 4+ 0Z 
Roge06d5 «=: $1.50 


eee 


| jemesr.si,, $4, 


115 v. 60 Hz. 

Sec: 900 vet 130 ma 

5x5x3t; I[3Le. 2796 | 2-38 $€ 
Pri: 115 VAC 60 Hz. ee 
2/150 V. 940 MA 
Bxdxdh, 9 tes. #7450 $10. 


MICROPHONE TRANSFORMER 
tMPEDANCE 50 oHM SOMA 
IMPEDANCE 500 
perce RESPONSE A oh Rel 
Size: lexjexl3; 

| 0 + DaayPeeT15 


ett et a 


LINE TRANSFORMER INPUT 
1MPEDANCE ey De OHM cT 


FREQ. RESPONSE 600~ 12000ce 
T-203/PP-115 


Pri: 7000 ohms 


6.5 VOTI.5 A 
oxaaza. 1 1d sh. 
#F-16X, NEW $1.95 


0 V 
Bee 2.07 Ve 10 he 
NO CeT. _INs. (OM. 


ELECTRO-VOICE FILTER EViXS 
is an audio frequency fil- 
ter which connects two aud: 
io amps ‘to two speaker 
systems. Bass frequencies 
below 300 Hz are passed to 
one side of the system and 
higher frequencies are 
passed without change to 
both systems. 
need for two full range 
systems. 5$x4%x53, 8 lbs. 
Unused, original-boxed %4. 
W/water damaged case $2.50 


|i lb. #247-9266 $2. 


Seo; 12 V 2 amps 
2x2t¢x1g-1 1b sh. 
#37-7622 NEW $2.85 


Ax 

m = #229611. plato 
DUAL PRIMARY, ¢ aeah ape 

110/120 VAC 60 Hz; can be 
wired for 200/220/240 V 
input. Secondary 120 V 
tuk snp tapped 100 Vl A; 
-0-8 V 1 A; and 
LG6NV 713 + A-0-16 V1laA, 
Mounted on board w/AC soc 
ket, fused secondaries, 
diagram, Xformer 54x45x4, 
20 lbs sh. #97315, NEW: 
| $12.95 each; 2/322.00 


1, CT to second- 
‘| aries 2.6:1 and 


; 115 V 60 Hz 
900 VCT 160 


“ hm, to 
| 5250 ohms CT ; 4exSx38 8 


:. 115 V 60 Hz 
900 VOT 84 
; Sxo8xed, 12 
#746-7167 $4 


AUDIO fs tat TRANS 
Sec: 300/4000 onms 


Pri: 115 Vac 60 Bz 

Sec: 6.5 VCT 24 A, 6.5 VOT 
6 A, 6.5 VOT 6.5 A, 6.5 
VCT 1 A; 6x5x4h, 22 ibe, 

#5950-647-6219, 


Kee eee ee wre ww eens 


2250 WCT ReERG) 


= 6 5 eee vic 
im 
edxadxig, 32° 


lbs. #TF1UXO2YY used $35 


2000 VCT §00 


intermittent); 115 VAC 60 Hz primary 
7x52x5, 32 lbs sh. #HW201P used, $30 


4800 VCT 475 MARR 
: 115/230 VAC 60 Hz primery. 4x 
£x8¢ 2Z 610, $¢ 


OUI'PUT TRANS#ORMER 
“Pri: 5000 ohms 
2015 ade Sec; 200 
& k ohm,.1-10 ke 
-30DKM, 24x2%x3 


095 
5950-61,5-1855 


» pri 115/230 V 
60 Hz; ae0 115 VAC 1 amp 
2¢72-5/8x2, 3 lbs. Ria 


£<117) vie -60hz 
Sec:1250V. 2madc 
4.e6KVDC TEST 
Zale eetrn 
205 Vele75 A, 


#3340*11866 $7 


TRANSISTOR/LINE 
Pri: 500 ohm OT 
Sec: 500/125 split 
2 db 40-10000 Hz’ 
Stancor A22 NEW $4 


ISOLATION TRANS- 
FORMER, gees 
120/210/220> ‘tei 


(150 
MEAN working 
700 ma 


:]15v 50-133cy 
Sec:20 voL_T Load 
or 12.5v @ 2 amps 
MOUNTED ON 4" RD, 
eon COVER 


BB 560° él. 25 


| INPUT TRANSFORMER 
| Pris 150 ohms CT 
Sec: 150,000 omhs 
100-8000’ Hz 1.5m" 
2#x1-7/8 dia, 1 
1b. #5535, $3.50 


fe ard AeA oe 
aH 2Ay 20va 


Sec: 20000 ohms CT 
150-3000 Hz 0.4 
1-5/8x2-3/8x1-5/8, 
1 lb. #550162, $3. 


6.5 V 5 amps 
Switch taps secondary 150/ 


125/100/75/60 V no load 


7500 


$50 


; 8 LBs. 


$7.95 
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115 V 60. Hz 


; “ERA 115/230 voit: | Pri: 
RHOKES eye. Sec: 54.4vct 2.5a | Sec: 52 VCT 20 A 
12 HY & ap abe # 77 #280" a 37.5vcT 7.8 eyecare 
5x5x53 5 22 lds #9230 $10 y 63x5¢x42: 20 ‘Les. #891-2489, $20, 95 


© Scuott T¥42x020A NSFOI 
diac 5 ie" Sooo 2.95. : en mer ee ra| TRANSFORMER WITH 

hice aeapmpmr PekOMb ora BE aan op ode: ees on ch CE mee: |e ef Bs | NETER 0-100 ac 

4 HY 650 ma 25 ohm 1.07 kv Pris Tl?v 50/60 ae Ut ede te ; HPS. 

63x5x4i 20 1b GE7485547 397 Sec: 6500vcT 

- edad Sues MA a PE 65maoc, 4350wv 
10 HY 150 ma 150° ohm 1680wt 5RXOEX7# | 3S5Les 


ai 115 VAC 

Sec: 10/14, fovea 
W/ ON-OFF. SW. AND 
FUSED LINE. 140 LB 


DAVIS DIMMER 
AUTO TRANSFORMER 
S PHASE DELTA | 230. vo_T 60 cyYcLE 


Z 5; 5 lb SMB-202915$4. 539-6504 "$25. 00. : 60 hz 400 wv | PHASE waa 5 Size: | 6x8x1 
ee teiony Sass SARE y ‘5 yi nominal 208 v VOLT ie: 
Pee ete QUAL CHOKE | spnase CIRCUITS THAT rere 50 
ibs SMB203042$ 1940 wv CAN BE VARIED O- t= 


1370 v rms 52 aN i MAX. 20 A. 


105 ohms 2 KV-T 4x4x54 
lba. 1123/610 36 #3C557F-1 ape ee te Ng TRIPLE 
5x5. x43318 lb pine = 
ca NR TPN SR TE Ct eS a $1075 686-6836 $25 
140 ohms; 3x0q SIGH CURRENT cHO é Each wind- 
Kenyon T152, $5 Wome y KES ing 10 mH 
ae ee ern nnn nnn ann #6220526, 85 mHY 10 amps; t oper 
550 MA 4O ohms $4.95 0.49 ohms DC resistance. MULTI- bese 5 mth Soeeas 
lb Paeco 911-39 4ex3jx4z, 15 lbs. $9.95 ISOLATION 18 3 ohm res, 60 WW 
ANTHERS Foe Rags #6221168, 4 mHY 8.7 amps; Pas 3/68/36/158 to erode, piakaged 
4 HY 250 mA 60 ohms 3000V1 { "0,083 ohms DC resistance. Sioihee/ | ae 4 1b. #3069 $3.95 
322273257 1D OnTAT2 93495 | auzexad, 4 lds. $4.95 Sec 17.6/3542/189 ‘DUAL CHOKE, 0,05H 
20 ) MA 200 obms 1 KV; #TESSOA, 60 mHY 7.5 amps; 193/196 200/203 tl ‘G Sh atvas & TUBE SOCK 
eh 3 1b. Kenyon mfg; 0.74 ohms DC resistance. @ |.6 AMP. biyaxnt 4 Thee iS) BATg Ash A 
#3 unused, $3.50 4px4ex4, 12 lbs. $7.95 Q HYS 500 MA 5000 Vs TEST | 94x4% aie ; 40 ces. | 45057527-5 35.00. 853-557 
pitta eeaemee hag ae Ss #WELOS9A, 6 mHY 15 A; 0.12 AS OHM DC RES [82x83x63; 279619 6 $14. 95 ay ' : 


500 woRK voLTsfsHeG. wt: 60 L 
5950- ae 1383) eee 


ohms DC res. Sealed-type. 
5x4¢x43, 15 lbs. $8.95 


--—-——- = we ewe ew = 


#WELOGOA, 2 mHY 15 A; 0.14 


DUAL CHOKE, 30 Hy 25 2 
1350 & 5 Hy 135 ma. 
2ix5x2%, 3 1b 


WINGING CHOKE, 10/25 HY 
125/15 ma. 43x39x4%, 6 lbs 
#TF1LRKO4LB/FGC-29, $5. 95 


a 11 ohms 1K WV PRE: 115 VAC 60 Hz 


1101/1421 he ohms DO res.. Sealed-type. SEC? 280 VCT 75 MA; 1335 V 

: = 3ix4ix3d, 6 lbs. $5.95 1.2 amps; 5 VCT 3 A. 

ma 25 obs IR WY pi Bes ae eet casera alien ees Stze: 43x39x4-5/8; 6 LBS, 
9 lbs. 1201/141 $4] #weesic, 2.5 mHY 25 A; .25 | #193-8767 . 3.95 


a we we ew ew owe 


ohms: De res. Sealed-type. 


POWERSTAT TYPE 21, 0-130 Vv 
4.5 amps; 7:lbs. Used $21. 


lio HY. 50 ma. 100 oHMs. 3x $ “PRIMARIES 0-120,130,140 60. 
Ohy?: 1LB. 30573/341 $2.00 Sex4tx5, 7 lbs. $7.95 Pri: 115 Vac 50-60 Hz; Sec | cyctes. VARIOUS MANUFACTURE] -+--------~----- aa 
Be Ae Seb Sie de eee NY aE Ane 850 VCT 340 ma 700 WV. 45x |.UsED, CHECKED, GUARANTEED. | 2-3/8" dia. fits — 
I7 ny. SOma. 3000HMS.. 22x pa er ee mG ma} 5SEx4g, 17 Tbe. gPT2546 $1091 a? leas So ee 3/8" shft. W/ptr. 
28x23; 1LB.HRO-3C326-31A$3. | 3 2=x2x1i;llb| Pri: 115 VAC 60 Hz; Seo: Luxitrol, $1.50 
Ss i ge ee ee 55 ohms, 10 KV 4 4) Si Rar ONE Pola 
test. 9x7x6; ADAS696 $3 870 VCT 250 ma 2 KV insula. rs 
| 8 HY 150 mA 100 ohm” $3.95 | 42 ibs gh wte Jon----<--—--- 5x4gx4, 12 lbs. #75/610 $8. eS uabiue lak =O 33* dia wheel W/o 
| ROS 2 10 SOE ees #3C557N/610, | 1 hy 235 ma | --=n-~nn-~n nnn nnn nnn nn 2.4 8.95 pointer; £/3/8 shft. 
10 uv. 100ma. 263 onM, Sex | yUged $12-00, 190 pam a ee de VAC KNOBS & DIAL PLATES INCLD.|4” 4. wheel w/ptr. f/ 
SLB, 7228-1859 $3.25 2x2x15 58 oz Re eed ae al Li A ning [EON bi cae sani Davie TaD VaR d. shft. KNOB-35 
/ OLB. # ars #0146 42.00 ma, 6.5 V 3.6 A, 
i 


v 
there, 7. Lda 3h 72" DLA. WHEEL-TYPE CON’ 


AUDIO DEVELOP- #4626 /TS1060 $6. 


2 lbs. SKIN20C53 MENT: COMPaNY + [boy DU: Be FBO h i ak genet Re ce relent ie RUC TNS state cee ee eet ie oes lt oe nae w/ALUMENUM POINTERS 
ee men sre ae CHRIS, ells | selene say POWERSTAT 120/240 VAC 60 Hz| #" sHFT. PoWERSTAT, bs 
150 WA AVAILABLE VARIOUS 2ix49x23: 814-2421 34 in; 0-240 V 9 amp out, $45. 

HY TELL US. YOUR NEED. “65/4: scwieoncaule veep et ye aS. ME lt ee ee ee DIAL PLATES, 


12 VOLT 60 HZ input, 0-3.5 


ed a Maat 


#90-7882, 80 sh 
4" pta. 0-100 rey : 


3 HY 350 MA 30 bt 33x | Hy 25 ma; : V2 amps out. #5-1066, $3. 
14ix2, 6 1d. L-225/PP115 $3]. 1000 ohm, 1KV es SAAB.) Men | Sococse sass ‘| OAs CTR. HOLE 
Ge pag eae on oe ee GILFILLAN #941 48-| eB 

me 90 V1 EVRMS test. $4.50 PRICE: $5.95. VARIAC M-5/RMS11-2, 0-135v J SCREWS. iobba0?"s 


owen wo eecsceecese 


@ 5 AMPS FROM 114 VAC 400 
HZ INPUT, #7486, $12.95 


». SPEED CONTROL. 10" pia. 0-100 scate; 
gat CONSISTS OF AUR str tsr toate OIA, CTR. HOLE, TA 

TRANSFORMER VARIAC M20BB 120° VOLT 350 SCREWS. #5°653, ¥ 

IN BOX 115 V. 20 AMP. MOTORIZED 115V400 

~| 60 HZ. WITH #5950-089-7734 NEW $65.00 


OUTPUT SELECT hat See SLL OME RSS ORR aR eT 
—~ OR SWITCH 115VAC 60HZ 9AMP GANGED 


MARKED OFF-HI-MED- LOW. FOR TWO PHASE MOTORIZED 
PLACED IN SERIES WITH A.C. 115VAC-60HZ CN-S4/FST-4 
LINE & LOAD SELECTOR ALLOWS USED,$50. LESS MOTOR $45. 


#90-7B81, 20 
Hy 30 ma 250 
ohm; 1500 V 
.test. $3.00 


3.5 HY 200 
| Sissies, 4 lbs. #7629828 $3 
I REACTOR, 210 mHY 1 A 


in oirenit with 8 mf 


A 


i 

1 

} Va 

| end 4 mf capacitors; switch 
aelects 50 or 60 Hz opera= 

tion. 1.5 ohms max ‘DC res. 

six6x4% 10 lbs. USGS416 $8. 


1.5 mH 30 ADC] 

4.5 HY 150 gl 0.035 ohm, 15 

65 ohms 2500 VjVrms 2400 Hz. 

test; 2ixddxo% |5Ex5x2F, 6 1b 

5 lba. #221-  |#924-0472 39. 
6642 NEW $2.95 


aT: 60 V 60 Hz. SEC: 2150 
5 ma, 112 V 4 ma. 4§x6 


, #HALSIP $8, 95) Re LINE BORD SELECTOR: ALLOWS) i ees eee ee ue Le WITH, 
: -100%,40% OR 20% OF INPUT TC 
: LOAD,100 WATTS. SIZE 4 1/2 PowerstaT, I||5v. 400/800Hz 0-100 O1AL PLATE, 3 BANA 
xX 4 1/2 X 3; 61 LBS. pai 0-130 One ue ee Peer’ 
. ° MPS . 
N 845321-3 #230428 NEW $2.95 0: 375 Boat Lah 
50-5| 8- 
Sect -10,000vac}OOma fh Pri: 115/230 VAC 50-60 Hz cae New ay oburO: 0-120 V2.3 
5x5x4; {0Las. $20 Sec: 320 VCT 830 ma, 2.5 V $13.95 ett ae 
i rs 3.5 HY 500 MA 20 HY 80 MA CT 6 amps 5x68x44 18 lbs . ys meter, on-0 sw, fus . 
100 V. 60 cyce | 320 ohms PRs) Ox F) OTHER VARIABLE TRANSFORMERS | circuits. cox te aie 
20 oKMS 7I5WV | 2 xy insula | SB #TFLRXOSNA, $12.95 AVAILABLE. WRITE YOUR NEEDS | #CwW-30983, $50.00 
ACE HV POWER SUPPLY as on 54x38 510 Les] 1x3 5x3;71b 


ee 4) AS-52/TRC=8 90° CORNER REFLECTOR, Beg: J 
x30* planes at right angles collap: and — 
* / fold into 30x23x8 package. Mounts 
dia mast; 18 lbs sh. Unused, $14. 
- HALF-WAVE DIPOLE for AS-52; 230=250 
50 ohm feed; N connection. "4 Lbs sh 
© 2500 W; 4gx7x4, #2A288A-35, "used, $6.95 © 
15 Ibs. RA-S42 99. AS-756/TRC TWO 3-ELEMENT 
A CY-2595 TRANS- YaGI ARRAY for® 40-100 
Mhz, 4 Pe us vertical ES 


TE TApakl/ Reet #38054 $b 


Page 10; $000 vpc 50 ua 
output fro 1 115 VAC 60 Hz 
nput. Includes 2/1B3 tubes 
x 8 lbs sh wt. Unused, 
#ACE-HVS000, $5.95 2/#10. 
Prize 112/117/122v. 60 Hz. 
See: 228v © 15 MA. 
S60v G 125 MA. TAPPED 
7v/332/346 
6.6 v. 4.2 amp. 
OxS$xGg;3 8.8.279613-869 $5 
HV OSCILLATOR TRANSFORMER 
f/HP-160 & USM-105A scopes; 
used with 50 Khz 6AQ5 os- 
cillator. Two HV windings 
approx 5000 V each. 22x2% 
x24, 2 1b. #3862 NEW $35. 
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* Pri: 105/115/125 
eee. VAC 60 Hz 
WP seo: 285/300/315 V- 
300 ma; 285/300/ 
315 V 150 ma. 


STANCOR *§ 
CHOKES 
#C-1412, 
4 Hy 250 
ma 60 ; 
3 KV in- 
sulation, 2ix 
3éx3é, 5 lbs. 
Used, $4.00 
#C-2326, 1 Hy 
300 ma 43 ohms 
1500 V insula- 
tion. 24x5x14, 
3 lbs. NEW $3. 


t 
} 


IT FRAME for 

AT-903 antenna 
Frames can be 
stacked to 
form tower 
base; 38; *Hx 

- 303 *Wx3 "D, 
35 “lbs. Must be shipped 
bus or truck--No UPS. 


tion. Consists © “@ a : 
two antenna booms, and 12 eeoh” i 
short, and subassembly antenna Par seca 
Component length djuste Li écording to frequency: 
spacer 56*%~11 , > 72, and elements 40"-58", 
Matching’'t g are built-in into each boom, Alse 
ine Ledeen $20 transit case and enough spare c 

ponents for third yagi. 185 lbs sh wt. Unused, — 


ANTENNAS 


8 FOOT DISH ANTENNA 


ARA-$1: HOMING SYSTEM 


« AN/ARA-31 
ANTENNA 


MP-57 MAST BASE with coil 


svring and brown insula- AS-554/TRC 8" dia ANTENNA. SYSTEM 
iatietng ese ante Rake ans Rink Men mane Do ee <ES hae 
Mounts in 22* dia hole as ets ges, KY f — 

on brackets MP-41-50-60, . = u-459  HOMING 
AB-243, 11$"Hx4$" dia, KY-149 ey: RECEIVER 


11 lbs sh. Unused $10. 


MP-22A MAST BASE & BRACKET 
use MS-51 as starting section. 
5x6 mount Plate; 12 lbs. $8. 


For use in the 24 to 49 Mhz FM ranges 
Complete system consists of four AT-624 
24" antenna elements, two CU-459 ant. 
element connectors, a KY-149 keying 
unit w/mtg. and one SA-474- switch box. 
BNC connections except for one reverse 
pole BNC. An/ARA-31 w/manual, new, $50. 
AT-624 antenna element, $8.00 each. 
CU-459 antenna connector, $5.00 each. 
SA-474 switching box, $6.00 eache 
KY-149 keying unit, $25<OU_each 318.95 


36°, Depth from 
rts. imeter to center: 
ily ‘ Ma @. “Antenna is shipped in 
|| MAST SECTIONS. (shown to left) 3 ft. paint-]| sections and includes mounting 
ed, copper-coated tubular steel. Sections }| yoke and feedhorn., Mesh may 
~serew together to make desired length. have minor, but reparable, breaks. 
|| with Ms-49 as top--then MS-50, -51, -52, [Ship weight approx 425 lbs. Used, $5e6, $425. 
_ and -53. MS-53 can be sig its into another 
-~MS-55 for added length. (MS-53 also screws 17 ‘ 
_ into Bele} -55, & -56, none of which are | PORTABLE 28 ANTENNA 
" available. Sections self-supporting to 
is feet. Teper 5/8" to 3/16": 1 1b ch-wt — rarerigre 
per section. May need paint but usable. p/o i rs 
_MS-49-50-51-52, used 75¢ ea. Unused $1.25} > Z> 7 direction finding 


Wane. system; stands 28' H 
“MS-53 section, used $1 each. Unused $1. 50 ah gu penbl ed: Consists 
CW-206 ROLL BaG for MS-116- 117-118 mast 


& sections; 40"Lx3"Hx5S"W, used, $5.00 
ce” pee 
ADAPTER BASE WITH 
~ INSULATOR, Mast 
SECTIONS NS-52. oR 
~MS-53 WILL screw 
vl TO THE TOP, AND 
ADAPTER BOTTOM 
MILL ete INTO 


LP-21 LOOP ANTENNA, used with 200-1500 
Khz radio compass receiver; has 24 V 400 
Hz motor for rotating loop and autosyn 

to transmit to I-82 or similar indicator 
Teardrop shape for aircraft; 30 lbs. $25 
AS-578/ARA ANTENNA for ARC-27-34-55 di-~ 
rection finding sets; 15 lbs. Used, $25. 
AS-313/ARN-6 ANTENNA LOOP for AN/ARN-6 

radio compass system; 18 lbs. Used, $15. 


nce 


Pe it am of 96"L mast section 
can ee oi (2" dia),-443 
Find -444, and 70* mast 
ne OC AT=445 (1° dia); 
MEZ-1168 66" loading 
disc array; and 
MT-865 wood and met- 
al gimble Vane. Also four GP-2 15" stakes, 
three 16" guy stakes, three 32' 1/8" th steel 
guy wires with insulators and clamp, loading 
MS-53.. | resistor, canvas bag, and canvas case. 100 lbs 
MS- ipa BS . vu. 
b Can =e erg a #700. (10M) or #701 (15M) $5 sh wt: motor freight only. Used, $79.50 


DPSPRTECGEP TIONS; [o-oo om Rion Le a AB-24 MAST SECTION, terminates MS-116-117, 


B&W 1KW BALUNS, 
>the missing link 
» between balanced 
fantenna loads 
and unbalanced 
feed lines. 4x43x4$; unused. 


2 


RE-275/ARC ANTENNA CHANGE- 
an. OVER RELAY, SPDT 24 VDC; 
~ an Part AN/ARC-60 set. Has Se 


; sl. BNC connections; et ef 
“ibe 1 lb. $9.95; power-conn $2. 
/ sr SA-521 SPDT RF SWITCH 

28 VDC max; 3= N cone 

“op nections. W/mount 


oF Ss OR Preece AT=339/PRC-6 HOM- 27" long, used, $2.50 ea. Plate. Unused $15. 
ee LB.| ING ANTENNA for AT-271/PKC Whip antenna, throw-out type 8 wee eee ee eS 
3 6 | 06 38-55.4 Mhz range. 7 sections with spring loaded retaining| SPDT COAXTAL SWITCH rated 


Handheld unit has 

folding loop, 5- 

step output atten- 

uator, 4* cable w/ 

BNC connector. Loop 24*H; 
124x5x24 Morea wets s Canvas 
bag included; 6 lbs. $10.00 


DC to 5 Ghz, approx 1 KW. 
28 VDV motor drives contact 
bar. Requires 3-"LT" con= 

nectors (as used on RG17 coax).and one 
7=-pin control connector. 6x6x9, 8 lbs; 
Thompson=Ramo #C14K2CA, unused, $27. 95 


cable to keep sections to-gether in 
contact,folds up when not in use. $5 
A'l-272 Goose neck flexible base 8" used with 
‘ flatcantenna on PRC sets. - $2’. 
MT-652/GR ANTENNA BASE f£/MS-116~117-118; fits 
RT-66-67=68-70, R-108-109-110. Used $5. 
CCL-51048 woiiP ANTBNNA telescoping,7 ft. 
extended,15" collesped. $2.50 
aT-272 FLAT RIBBON ANTENNA, 30" long as 
used with PRC-8-9-10 radios;-used, $3. 
MP=74 GOOSaNsUn bASH for mS=118/AB-23 MAst 
Sections,14"" 1g. w/spade type bracket 
‘for side mounting. $2.00 
M-422 ADAPTER for using MS-116/AB-23 sections 
with PRC & BC-1000 as long ant. $2.00 
AN-190. HANDHELD LOOP ANTENNA for SCR-536/BC- 
611 Radio Set.Similar to AT-339 $12 


57 ‘and AB-15 bases. 
ured w/AB-15 below. ) 
4 _Used, $7.00 


SPDT ANTENNA RELAY 


SPDT ANTENNA CHANGEOVER 
RELAY,6 vdce 20 ohm. 

3 Contacts appear to be good 
3 to 100 watts.BNC type conn 
@ 3x14x2. #5915-539-3025  unused$7.95 


, WESTERN MICROWAVE ICLSS5A 
3s FERRITE ISOLATOR, 1.7 to 
1.8 Ghz; 17 db isolation 
loes, 0.7 db insertion 
loss. 2 watts ave. Has 
male and female type N 

: conn. 2x3-3/8xli, $15. 
AUTOMATE COXIAL SWITCH, MODEL (7 
94CSA, sed with above = J 
isolator. Two separate i 
28 vde spdt coils, ea. 
one side norm. gnd. 

Two female TNC & 

one type N conn, 

Size 3¢xl¢gx3 used y12.95 


MP-60 BRACKET 
£/2" insulator, 


B-15 BASE FOR WHIP ANT- 
NNA SECTIONS MS-1 16-117 
Seas 0° ig ere eae 


CG-1013 Transmis- 
% SION LINE LAUN- 
CHING UNIT WITH 
HEATING ELEMENT 
INSIDE.ALUMINUM 
w/CONICAL FIBER 
GLASS SHIELD 
OVER ELE.COAX#AL 
“CONN. FOR UG-100 
PLUG, 33" Le. 8" 
‘DIA. "10 ces. $5 
Gee COAX At 
OHM 


ONNECTOR FOR USE. WITH 
| PL-259, requires 2" HoLe 
Fl OR MOUNTING. Size 15 x 3 


| W7s_2 Les. $4.95 

| WHIP ANTENNA MAST 
SECTIONS FoR usE - 

& 1TH. ‘(AB-15, MS-116 ts 
ae 39s" X tacit nul 

DIA; CAN BE STACKED, - 

-HIS “TAPER 393"L. M 6 ny ic 100 &LUOG- M7 
=117, $2.50 pe eer HE or 10" $7.50 15? $10 


a a ee me coco see cece eee cne 


oU= 92/ APN. “ANTENNA COUPLING UNIT is a 
impedance matching device enabling the 
operation of 2 receivers from one ant. 
has one 50-239 & 2-binding posts and 


AB-15 


AT~880 DIPOLE ANTENNA | 
WITH CORNER REFLECTORS 
AND TWO FREQUENCY 
BANDS: 210-420 Muz (LO) 
AND 390-620 Muz (HI)e ff 
300 WATTS POWER RATING; 
Less THan 2/1 SWR over fie 
RANGEe {NPUT IMPED: 50 
OHMS. AOJUSTABLE ELE 
MENTS SPREAD FROM f2"L 
x Tw To 21% x 1o"w. 
DtPoLe sTanos 14" oF MOUNTING BASE. TWO RE= 
FLECTORS ARE AT 45° ANGLE To OSPOLE, 32" HIGH 


we Dummy Load for SCR-508-528-BC-604 $5 


CHOPPER (mtdtassy 


oa m 608-628-" 683 $4 ano 40" across. Fotos To 32x7x30. MOUNTS USED IN 
De a aon a kena sen dealaennenmani send saces en ONTO 2" DIA. MAST; 35 LBS. SHIPPABLE VIA BUS SE AUTOMATIC DIRECTICN FINDING 
AS-27A/AHKN-5 Horizontal folded dipole used on OR TRUCK ONLY. Usep, $24.95; 2 ANTENNAS TO SAMPLE BETWEEN 


- 


SENSE AND REFERENCE ANTENNA. USES Two 
100 Hz -5% colLS;“caN BE ACTUATED MaNu~ 
ALLY WITH OC voLTaGes. Has Two UG-88 
CONNECTORS ON 15" casBLes ano UG-290 BNC 
OUTPUT CONN. 4-3/8x33x2; SH wT: 3 LBs. 
REMOVED FROM EQUIP. $354- 101 3- 60, LBS rs) 


| BC-733,ARN-5 Receivers 108-110 mhz etc. $10.5 -) 
aes DIPOLY ANTEwNA, 150-180 MHZ $5.00 

— AT-4.38/GR DIPOLE ANTENNA 15" folded,takes 
_ ~PL-259 coax. conn 


AB-101 MAST SECTIONS For ANTENNA SUPPORT. 
STEEL MAST 2" op. 518" LG. SWAGED END AND LOC 
KING DEVICE. SOLD ONLY IN SET OF SEVEN WITH 
CARRY. WEIGHT 100 LBs. PRICE usED $50.00 

MK= 384 INSULATOR, FITS ovER |-3/8" DIAL MAST - 

OTHER END 1-3/8" ouTeR ota. $1.95 

| AB-318 ee swivel base w/stake; 1-3/8" 

ia. Slips into mast section, Used $5 

MX-557 ADAPTER FITS OVER |-3/8" BIA. MAST 

F/ust oF MS-|16-117-118 wHips. $1.95 

MX-Guy ROPES ARE SAI6" nyton, 800 LB. TEST, 

aabarwen HARD. INSULATOR & HOOK. 


on insulated Meackek: $15 


ANTENNA's from CANADA: UHF-type 
for 243 Mhz approx. 25" 1g; screws 
into hard rubber base that mounts 
onto a mounting base. Rubber base 
has provision for Canadian coax 

fitting. Aerial #9 w/24* base, $5. 


OFFSET 7" 
FROM ies CONNECTOR. | MK-382 GUY Sl ft " “ sate ZA-3145 COAX, 5' w/connectors, $1. 
C " - x- "44 tt UNU : : : 
"$7 a5 teed ACEP I Se oR TE Guy Mis von PAGTENING GUYS AND. 18 Seo ae ashen a #8, 

- y $6.95 USED BETWEEN THE MAST SFCTIONS $0.5C ; ee 


1S-0-GLOW NE Veo CiGHTNiNG a 
RRESTORS, #4392, $1.00 ca. 


7 4" h. With 96" whip an- 
-GP-2 STEEL GUY STAKE L62"Lxd" 01a. }=178" tenna. #PC-8-96, #6. 50 


* 
V 
A HEAD, |-3/8" point. 2 cas. 85¢ EA. 4 FOR $3 


CX-263/G CaBLii w/U=2 
eateraraae Ry yee | KXMITTING CAPAC! 


ing connector. 10}! 
cable has 5-19 AWG MICA TRANSMITTING CAPACITORS, G- 
copper and steel SERIES TYPE IN USED OR UNUSED 
-Stranded pairs. CONDITION DEPENDING UPON A VALUE'S 
U-226 contacts gold-plated; can be rewired AVAILABILITY. VARIOUS MANUF ACT- 
URERS. SATISFACTION GUARANTEED OR 


for 12 AWG. U226 mates to U226. 4 lbs. 2/37. 
—{ PURCHASE PRICE WILL BE REFUNDED. = 
RF and AUDIO CONNSCT= OTHER VALUES IN STOCK. WRITE. < 


===)|AMPHENOL noe a new package; 


CABLES 
NEW 
COAXIAL CABLE 


NEW MANUFACTURE AND re WITH STANDARD 


M). Female (F TYPE KV MFD KV ~—s MFD 
TYPE NUMBERS TO MIL-R-I'7A SPECIFICATIONS. pry arama, GL, 24th x 28" dia, wes S Tbe. $12.50 oae 
1.0 0,04 6 0 0 elelep a Ve 
Prices LISTED FOR LENGTHS INDICATED, IN- 4 BNC quick assembly: ¢ aig 
BETWEEN LENGTHS USE THE BLStas PRICE. #51-4700 50 (M) #1. - op ms 6.0 orc0oss : 
a At : ° : . ioe ya ae 
LESS THAN 100 FEET ADD 10% TO HIGHEST PRICE #51-4702 70 (M) Ag 25; -4703 70 (F) $1.25 4.0 0.0062 10.0 0.00015 
COAK 100 500 1000 6000 fiche a ee ace a ee eet ee ee ee -- G2, Sa"h x 3" dia., wt: 5 lbs. sae. 50 e 
RG-.# Ohms feet feet feet feet UHF-types: #82-23 (M) to (F) w/ground, $1.50 sg 2.0 0.03 melt a 0.00038 
RG-8/U. 52° .2 ae: +20 20 FeBSSeh press male to (F) adapter, $1.25 ete og 02045 ey Se 
RG-11/U4- 75 720 .19 18 18 83=58FCP, short barrel PL-259 f/RG-58, $.50 SS, S"h x 4" dia., wt: reget “ 159 a 
RG-58/U 53.5 ell 10 .09 09 83-876, two hole flange mount S0-239, $.50 2.5 th Me hed 006 5 
Seep Alena oS ere "10 83-877, adapter with PI-259 each end, $1.25 She Givens 
Prices subject to change without notice. 83-878, single hole mount S0-229, $.60 GH, 5 3 : 53 3 nase wt: 
M-358, edepter "T" 2=(F)° to (M),- $1.75 So ° 
#81-103 mini plug or #81-104 mini jack, $.50 G5, 10% 
Sr AE UT eg ICES Fm AP eee g ate ar te 0.0 
MICROPHONE CONNECTORS, all males 3" diameter i 0 


#80-23 80-876 80-872 80-878 680-886 
press lock extended lock threaded 
fit 60¢ tring $1 pins 60¢ ring $1 barrel $1 


PL=258 
239 PL-259 CH-259 JUNCTION 
59¢ ea. 69¢ 75¢ ea. $1.25 ea. 


HOWARD 12 W BLOWER 
HOWARD #1175-08-4 BLOWER, 115 V 


more 10 or more 10 er more 10 or more 60 Hz 12 watts; intake and out- 
y GBs 65¢ ea. 70% ea. $1.10 ea. take each 7/8" dia. Suitable 
876, two  #83-58FCP, short UG=-536 "Nr for quiet cooling/blowing uses. 
sw mount barrel PL-259 conn. for R{BSBON INDUCTOR O/e 4$x33x34, 2 lds. w/hose, $6.95 


-239, 50¢ for RG-58, 50¢ RG-58, $1. 


._ VARIABLE RIBBON INDUCTOR with 
_ motor drive; p/o Collins 180L 
antenna tuner. Consists of 
two 5.4*L x 3.375" dia coils 
awith 288° of drawn silver 
ribbon (0.125"w x 0.01*th) 
© wound between; approx 28 uH. 
“ Ribbon is transferred from 
one coil to the other. as a 28 VDC motor 


' 115 VOLT AC-DC MO- a 
QeWMONeoM TOR, starts at 15 Me 
vbpC; runs counter 


clockwise. 3" dia X 5¢* lg plus 
5/16" dia X 1-1/8" 1g threaded : 
shaft. 5 lbs sh. #AC-DC-R102, unused, ($48 
115 V AC-DC- MOTOR starts at 25 VDC, runs 
clockwise. 24 1x3x4% plus 5/16" dia X 13* 

machined spiral shft. 3 lbs. #AC-DC-H102, 


CONNECTORS & air (m) male, .(f) female, 
11ikt : (rec) receptacle, (r/a 
ngle; (U) used, (Un) unused. 
> BNC: UG-88 m (RG-58) U- 45¢ ea, 10/$4. 
UG- UG-909 bulk U-$1 


turns both. 0/a 93x52x5$, 10 1bs sh wt. palatine wera bedi: Me Moe carta, meanest 
m-f Un $2. -911 bulk Un-$2 #1401/CU-991, removed from equipment, 329.95 27 VDC 10 AMP 250 RPM MOTOR : 
~260 m (RG-59)U-65¢ -913 mr/a Un-$2 ‘ with brake which actuates 


-273 to UHF Un-$2. ~1090 to post a 5 : when DC input is approx. ; 
282 to post $1.50 -912 bulk s le 30 sec ae 
~290 cree "TLeo¢ eye ms two tage 6163-1 POWER AMPLIFIER, oa. 500 gen ee seek 2x2 =x6i“%blus 7/8* lo 
~291 f panel U-$1. na jacks U- $3. p/o Collins 2-25 Mhz 100 K 3/8" dia. shaft. 5 lbs sh. #2312-6, $7. 9 


watt transceiver. Has 

12.3 uH roller inductor; 
coil 34x12" dia with 27 
turns #14 silver-tinned 
wire rotated by 115 Vac 
400 Hz selsyn. Also-ten 


TYPE C: UG-573 m (RG-8) U- $1.50-each. 
G-710 mr/a ye & 
-943 (RG-12) U-933 


BODINE 1/12 HP GEARHEAD | 
MOTOR, 115 VAC 60 Hz 2 
motor, 1725 RPM. Gearhe. 
175 RPM 10:1 ratio, 21 
-inch torque. Overall size: 


5 
oO 
Cc 
ite] 
oO 


”, f 5 
A everueeste 
V Cel} + 


"(RO21) Un-$2. UG- 


27 m-f r/a Un-¥2. ~556 (RG-58) Un- #1 Centraleb 850 HV capaci- 54x53. Gearhead shaft: 2-3/8" 
~29 f-f Unevl.50 -58 f chas U $1.50! | tors 10 pf, 50 pf, 7/100 pf, is dia. 22 lbs. ie ae 
ale a 
-SO f-f bulk Un-e. -997 r/a rec Un- 44 and 1000 pf. Big silver contacts on ceramic | ~ WEE - -------- --- peat’ 
; switch; uses three 6159 tubes. 1lx5x6, 10 lbs GE #5BC48AB550A 4 HP DC SHUNT COMPOUND “MOTOR, 
OTHERS: A #3496/618S-1, less tubes, $22. With tubes $3C | armature 115 VDC 2.1 A; field 40 VDC 1.2 2 
UC-100 m U-91,50 DaA-115 dummy U~95 MATING CONNECTORS, 2 required, $2.50 each. 1140 RPM. Double end shaft 2x5/8 and 4x5/ 


-100 panel U-$1.50 UG=160 pulse f v= 


SCHEMATIC for 618S-1 power am 1.50 
+100 $1.50 -212 HN r/a’ Un-93 P P, @ 


dia. Casing 112x6=" dia. 60 lbs sh. Used 


slbow; PL=-259 to S0=-259, U-40¢ Un-75¢ 
UG-175; reduces PL-259 for RG-58, NEW 35¢ 
=176% “ n " RG-59, NEW 35¢ 


160 RPM DRIVe UNIT w/clutch 
has Globe C-25A512 27 VDC 

15000 RPM motor and 27 VDC 
clutch assembly. Motor oper- 4 
ates with good torque over 
5 to 27 vpG. 160 RPM output Sh) Sr 
on 3/16" dia X 3" 1g shaft. 3% a 
O/ A isi 4x3$, 3 lds. #160DRV/618 used sab 


100 RPM 12 Do GHAR MOTOR, 
* output at 4/8" x 1/8*. bar — 
which would mate with slot 
ted shaft (not included). a 
| Also 3400 RPM available on 
elie dia x $* lz shaft. 0/A 5yx2d_ 
8; 3 lbs sh. #LEE-11152S ii 095 


ROLLER INDUCTOR ASSEMBLY 
with motor drive. 3.4" long 
x 1.75" dia. coil; 28 turns 
ee #18 wire. Approx. 14 uHy 

* with center tap. 115 VAC 
400 Hz 20 watt motor turns 
the coil. Originally used 
to automatically resonate 
an antenna to a transeeiver’s frequency. 
O/A 4$x2§x38; 5 lbs. sh. #T301/CU-991, 314.95 


100" RG-8/U 
cOax w/two 
seemernsin , PL-259's not ¢ 
wired; 15 lbs. #CB-RGS NEW $19.95 


t 


OAX with connectors from test 
ets; use >d~guaranteed usable: 


| 


a a te 
2-S'w/two 4-573 "C* conn., 13%, $2.50 —ae 
3-14 51 ohms w/UG-100 & UG-707; "10", $e.00 
RG~21 w/ U®626 & UG-630 *Ct conn; 37, $30 
RG-58 w/two UG-88 ENC conn., 4? mins, $2.25 COLLINS. 250 KHZ 


e & female "NK", 50°, #CG-357, ¥ 

250 Khz IF ASSEMBLY from Col- 
lins 618S-1 transceiver. 
Has 250 Khz mechanical fil- 
ter with 6.7 Khz width and -. 
tubes 3/5749 and 2/5726. 
4£x6x33, 3 lbs sh wt. 
#1F250- 67/618S1, used, $12.95 


250 Khz IF ASSEMBLY from , 
RT-311/ARC-38 transceiver. ciadaere to above 
but with two mechanical filters--one 2 Khz 
width, the other 8.5 Khz. #I¥F250/ARC38 $24.95 


SMALL RECORDER PM MOTOR, o operat 
4 to 12 VDC, reversible. [Cree 
dia shaft; O/A 1jxlé dia, 1 1b. 
#R-S57141, NEW $2.; w/pulley $2 


Vinyl-covered HOCK=-UP WIRE-n.ny colors. NEW. 
18 stranded, 33/100" 3)4/1xK - 50/5K 

me solid (black), $3/100' ¥15/1K $55/5K 

#25 solid, $6/500' $9/1x $30/5K 

722 SHLULDED, braid covered over vinyl jack- 
randed: $3, 50/100! y25/1k $85/5K 


'-TYPE WIRE, nylon insulation w/braid 
g; silver-coated wire & shield: 
stranded 100 feet $4,560; 1000 ft 955.00 


DUAL SPEED OPEN FRAME MOTOR, usep 
WITH RECORDING UNITS. [15 V vie 

60 Hz; 2000 ano 3000 RPM. 3/16" 
DIA. SHAFT EXTENDS BOTH SIDES 
WITH PULLEYS FOR BELTS ONE SIDE. 
Motor size (LESS SHAFT): 28x28x2, 
SHPG. WT: 4 LBS. ¥N-3 2 UNUSED, $3.95. 


HEAVY DUTY ere RECORDER. ‘MOT 
115 VAC-60.Hz, 1500 RPM. Moro! 
SIZE: 3% tS, SHAFT |4x5/16" 
“DIA. Wt: 5 

STK.’ #06-20290 ‘Unuseo, $5. 


250 KHZ CRYSTAL OSCILLATOR 
from Collins 618S1. Has 250 Khz* 
BFO oscillator coil, crystal 
oven with CR-46 250 Khz crys~ 
tal, and 2/5749 tubes. 4£x6xl1s, 
2 lbs sh. #0SC-250/618S1, $6.95 


COMPUTER CONTROL CaBLE, 15 stranded, tinned 
24 4G conductors; color-coded vinyl insula- 
| tion. Gray jacket; not shielded. 


—. 
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Ch Fis MTG. 


~ HAND-CRANK MAGNETO GENERATORS 
-ouTPUT APPROX. |00 VOLTS DEP- 
~ ENDING ON SPEED OF ROTATION. 
bi, USED TO RING BELLS IN TELEPH- 
_ONE nae? CAN BE. USED FOR 


DC AIRCRAFT MOTOR; GERDA 
50LJU29, 0.4 HP, 3000 RPM. 
SHARMATURE: 60v. @ 2.3 AMPs 


Fiero: 27 votts @:6.5 amps 
MIN. @ FULL RA= 
1S CORKSCREW- 
-CNTS.. 


“$4195 


Duty: {0 

-TING. SHAFT 

_INCH AS FLANGE MTG. 34 

JODY size: 68x44x44 wr: || Les. 


<1 ABLE. SPEED DRIVE CONTROL sx 
ED WITH MoTOR AM No. E-85- 3 
GE#SS750RJ750A1, FreLo 
“voc ArM.,140 voc., 2.6 A® 
uT 230 v. 50/60 HZ. 5 LBSw 


ous styles similar to 
ture; approx apeeds 
given @ i 
eeds at redueea voltages to 7 VDC minimun. 
2°L x 1¢* dia. Used-same corrosion~tested OK 
- RPM-DO-a@u, $8.95 #70-100 RFM-GM, $8.75 
200500. RPM=DC-G@l, $6.50 


aNGRaL ELECTRIC GEAR MOTOR 
150 RPM 115 V 60 Hz 3 amps, 
eversible; torque 50 in~lb 
Gear ratio 10.67 55 C inter 
“mitent duty. Requires 4 mf 330 Vac 
Reacasitor (not included). O/a 10x “= 
4 Cee 15 lbs sh. #5KCP19G54T, used, $12. 95 
+ 330 VAC capacitor tapers & others, gl. 


ARA-8 MODULATOR- 
cee p/o automatic 
homing keying assembly; 
contains Oster BT-2-15 
28 VDC shunt motor, 12000 : 
| 1.1 amps connected to double worm reduc- 
on with ‘output of 32 to 50 RPM over 10-26 
Ants Also has phase shift capacitor. and RF 
, ‘ramble 33x10x44, 5 lbs. Used, $5.95 


28 VDC 12000.RPM MOTOR f/ARC-3 

_ set. Removable worm gear; 
shaft 1"°x3/16" dia. O/A 3" 

x 1b" dia. #697-2644, $5.95 


ae CRANK GENERATOR AS USED IN 

Gteson GIRL RESCUE TRANSMITTERS” 

Output. 28 voc € 175 ma & 300 vo 

@ 30 MA. WHEN CRANKED AT 60 RPM 

GEAR RATIO APPRX. 72 To |. 

iE LEGS SEAT OR MOUNTING. 
&N/CRT-3. © RE-MOVED $12.00 


ysTereste Bre anDue MoToR 
115v 60Hz,1800rPM,conT. |/8HP 
© SHAFT 2" /|"xs DIA. 
ve ST. USED 25Le. 
5A oR EQUAL $19.95 


SIZE 6x5, 


DC MOTOR, operates over 10 
Eat ale 15 VDC 100 ma 2375-2425 RPM 
with governor. Shaft 5/16*L 
afer aia; o/a saath #AST-CK26 37. 95 


RECORDER MOTOR, 1500 RPM; 2" SHAFT 
DIA. FOR }2s O/ 64" pid. 
LAST 2". 3/8x3/]6" DIA. SHAFT ON 

OTHER SIDE. MoToR size: 2&x28x 
Witz 2 tps. 7{602-| Unused, é4. 5 
| ERDAIE KS-5718; 115 v. .27 a. 50/60 cyc. caps 
REQ. 4 MFD.DUAL SPEED 2750/3500 RPM. MO SIZE 


WE K5-8871-L01 A MOTOR, 28. 8 
| voc @ 3.3 A. 5600 Rpm, 
0.04 HP series wounp. Con- 
TINUOUS DUTY; REVERSIBLE 
WITH SPEED GOVERNOR. (MAY 
i ALSO OPERATE AT |2 vDe AT 
| REDUCED spEeD. SHAFT =xt, OVERALL SIZE: 
X3$ DIA. SHPG. WT: 7 LBS, Used $7.95 


GLOBE DC MOTOR, 27.5 VDC 2.4 a 
0.035 HP 7400 RPM; 2&"L x 
1-5/8* dia plus $°123/16" dia ' 
shaft. #621 -6822 unused $7.95 ie Be sis 
#47155 DELCO DC MOTOR, 28 
VDC 2. 4 A 1/30 HP 3600: REM. 
““Size: Six2$" dia; shaft 1° 
x" dia, 2 lbs. Unused $4. 


PD-5/ARA-19 TUNING DRIVE, p/o 
ARN-6 remote tuning system. ~ 
Uses 27 VDC 250 RPM Delco FM 
WMmotor. Also 10-turn 1000 ohm 
linear pot driven by gear from 
the motor. Output with female 
MC-124 spline shaft, Motor shaft 3/8* long xX 
. 1/8" dia. 0/a 54x44x24, 4 lbs sh. Used, $9.95 
Mating conn. $2.50; Mo~124 spline, 20%, $1.50 


28 VOLT N MOTOR, 135 RPM: 

HP: | oz/tNe \iTh 5/16x3" 

DIA. GEARED SHAFT; Has 4 ° 

SOLDER TERMINALS én Txtexé 

BLOCK. Motor size: 5xl-7/8 ola. WT: 
Sia -USED, $7.95 


GLOBE 24 VDC GEAR CASE PM 
MOTOR, SO RPM @ 12 yac/ago 
RPM @ 24 VDC; 4" : 
dia shaft with | gears. 0/a 5% Axle 
dia; 2 lbs. #102A390, $10.95 © 


B-701/R-107 MOTOR FRom AS=+313/ARN-6 

LOOP ANTENNA. OPERATES: FROM 26 VOLT 

400 Hz @ 2750 Rpm. WILL OPERATE FROM 

60 Hz. Size: 3x22x3 witH 3/8" Gear. wt: 2 LB. 


Price: Used, $1.95 


HOLTZER-CABOT #1981-HC 120 VAC 

400 Hz GEAR MOTOR, 6 RPM with ¥ 
40 oz.-in. torque. Shaft $" long 
x 0.2% dia. Overall size: * ghxehx3, 
3 lbs sh. #1981-HC, unused 914.95 


BARBER COLEMAN AC GEAR MOTOR, 
230 VAC 60 Hz; approx 3% RFM. 
5/16" dia shaft X 7/8" long; 
Size: 2$x3¢x3, 2 lbs sh. 

B-C #108134483 NEW, $3.95 


wee eee we oe er eee Oe ee Se Pe ee eB OR ee Se Ooms 


MOTOR W/RIGHT ANGLE SHAFT @ 
MOUNT, 1/8 HP 230 RPM. 

SHAFT size: 5/16" Lone X 
3/8" pia. CLEARANCE BETWEEN 
SHAFT ANO MOUNTING ABouT |" 
REquirRes 115 VAC 60 Hz @ 
1.9 ames. Size: 7x32 ota; 

WT: 15 LBs. Rospins & Mevers #KL-H330, $12.95 


SA-28 AIRCRAFT INSTRUMENT. wa ae 
ASSEMBLY with 27 VDC PM oe Rae 
motor, 10000 RPM with ne FAC 

worm gear assembly and oe 
other parts. Motor size 1l¢xlxl, 3 Te 
shaft; o/a 6"Lx3i* dia, 2 lbs.. Unused $6.95 


D.C. LINEAR ACTUATOR; 26 voc 2a. 400 Rpm. 45 
OZ IN. TORQUE, APPROX. 2" ARM TRAVEL ON THREA- 
DEO SHAFT, REQUIRES LIMIT SWITCHES, HAS NO 

PROVISION FOR OVER TRAVEL. HAS BRAKE FOR FAST 


~sTop. Stze Sxl in. GESSBA | OF J450 usED $8.95 


FM MOTORS, each 27 voc 1/100 
HP; 1gxl-1/8" dia plus 3*°L 
‘x3/16" dia geared shaft, Used, 
#R118-100-PM, 15000 REM, $7. 
#C-3A-1114-PM, 9000 REM, $5.95 


28 VDC BLOWER, 6200 RPM wiTH 
THE OPTION OF EITHER A SHUNT 
m MOTOR TYPE OR PM MoTOR. SIZE: 
MBOXx2=X3 SHPG. WT: 4 LBs. 
BLOWER WITH PM MOTOR $6.95 
200 RPM 32 V 60 Hz GEAR MOTOR, has 
shaft 1"xi" dia and 3/16" dia shaft 
*for fan. For intermittent use, in= 
reased voltage increases 
torque. O/a 52x5x24, 3 lbs. 
#MOL-2460, unused, $3.25 
120 RPM 115 V‘60 Hz GEAR 
MOTOR, 3" ad shaft w/plastic 


gear. 4x0x2f, 3 lb. #2GV0108, $3.50 


vee VICKERS AR-10007G 115 voit 50/60. cycre 
Le “ SELENOID OPERATED AIR VALVE 
ONE INEET ACTUATES. TUBE 


* PLUNGER Ae BRADKE USED 
S1ZE:6x4ex24; 5 tes. $12.95 


sees 4 Beis # ee ‘ % 
OSTER 4123-10 CONTROL TRANSFORMER SELSYN, si- 
milar to AY-201; rotor 26 V1 phase, stator 
11.8 V 3 phase 400 Hz. Dual e"Lx1/16" dia 
shaft; 1€*Lx1-1/8" dia. Used, $4.00 -ea 


AY-165 AUTOSYN DIFFERENTIAL, 400 crcLe, 11.8 
Vu es ONE TO ONE RATIO. BENDIX & OTHERS; 
Size: |sxl#. PRICE: REMOVED FROM EQuIP. $2.95 
AY-231 AND AY-232 SAME SPECS. AS ABOVE. 
15Ck4 TRANSMIT 115 VAC 400 Hz, used, $4.95 
15RS4L RESOLVER 26/11.8 V 400 Hz, used $4.95 
25CK4 TRANSMIT 115 VAC 40 Hz, used, $8.95 
23C0X6 TRANSMIT 115/90 V 400 Hz, used, $10.00 
25CT4 CONTROL/TRANS 115 V 400 Hz, used, $8.95 
23CT6 TRANSFORMER 90/1 V per degree 60 Hz $10 


é 231G1 SELSYN 
SELSYNS 


CONTROL TRANS- 9 o9>™ 
FORMER, 57.5 .# 

Vac 400 Hz; usable in pairs ; 

for remote position indication” 

end light duty turning applica=4 

tions. Operable from 24 V 60 Hz with good 

resolution and torque. Ze long. shaft tappered 

4", then threaded 4". O/a 43x24 dia; 2 lbs. 

#231G1, less connector cap $7.50; w/cap $9.50 


MK II SIZE 6 SELSYNS, 115 VAC 60 Hz; sold in 
mated pairs for rotational and position-indi- 
cation uses. 73x43 dia, 12 lbs/pair. 

Used-checked, various manufacturers, $45/pair 


SIZE 5 SYNCHRO DIFFERENTIAL RECEIVER, 115 VAC 

60 Hz; used to show the sum or difference of 

two angular motions, 53x33 dia, 5 lbs. $10. 
OTHER SELSYNS AVAILABLE, WRITE YOUR NEEDS, 


2J1HI SELSYN DIFFERENTIAL G ee 
NORMALLY OPERATES FROM 97.90/57 
votTs 400 cYCLE BUT WILL OPER-. 
ATE FROM 26 voit 60 cYCLE AS 
SHOWN IN WIRING OIAGRAM ON PAGE Gy mance 
31. Size: 24x44; wr: 8oz. ae 
PRICE WHTH CONNECTOR CAPSeseees ees vedded0 
DAYSTROM TRANSCOIL CONTROL MoTOR H15 
BroLT 60 cYcLe, | PHASE, 2 PHASE 200 voL 
CT., 3200 RPM. SIze: o4x3, SHAFT SIZE: 
Pg! /}6xd with Gear. REMOVED FROM NEW EQUI! 
ENT. Price: $5.00 


TACHOMETER GENERATOR, motor 
26 V 400 Hz 2 @; generator 18V 
400 Hz 0.3 V/1000 RPM. Ne load 
speed 10000 RPM. 2~-1/8"Lx1" die 
3/16*Lx1/8" dia shaft. #TACH-S3L-MOD, $7.95 


MAGNESYN TESTER 


MAGNESYN FIELD TESTER, Type B-1l 

mfgd. by Aerosmith Instrument 

for 26 V. 400 Hz magnesyns. 

Has calibration charts for mag- 

nesyn usages: manifold pressure, 

‘torque pressure transmitters, 

torque pressure, fuel, oil, 

burner or water pressure, liquid 

level, and fuel flow. 5" indica- 

tor for setting electrical zero —_ 
(EZ) and switch. Also short cable with male 
and female 4-pin connectors. Size: 6xl0$x5z, 
8 lbs. sh. Unused, not checked, $25.00 


LINEAR ACTUATOR, stat. 200, ates! 
TENS. 40, comp. 40. ARM TRAVEL a 
5/16". Motor 115v. 400 uz, 1600 2; 
apm. Duty 1/10, 0.04 HP. Torque: a 
6.7 IN-0Z. “SIZE: OXOXGE WT39 LBs ee 
AI RSEARCH#34930 UseD $3.95 


LINEAR ACTUATOR, stat. 200, TENS 
79-100, comP. 75-100. ARM TRAVEL 
. Motor |15v. 400 Wit 0.025 
tp "6500 ReM. DUTY TORQUE : 
3.9 IN-0Z. SIZE: 5 4 a wT: 5Le 
Bar Dies neue Ge 120 “Useo $3.95 


CHILD’S FHONOGRAPH TURNTABLE, 
7" dia plastio platter with 
115 VAC 60 Hz moter; selector 
switch for 33-1/3 or 45 RPM. 
Designed for child's record 
players 2 lbs. BSR #M14ZAC37, 


DC STEPPER MOTOR, operates from 
12.V; FM armature, ‘*Y" 4-wire 
winding. W/gears and 360° potent- 
iometer; assy ofa 3x3x2, motor 
12¢x1* dia. #11N31D3, $3.95 


NEW, $4.95 
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R-744/PRR FIELD 
RUCEIVER, 20-100 
MHz AM-Fit- Ww in 
one continuous 
band; built-in 
crystal calibra- 
he tor, 2 Mhz check 
» Uses subd-mini tubes 10/6611, 3/6612. 
erated with 1.5 and 45 VDC batteries 
lable) or from 24 VDC 175 ma when 
i PP-1481 power supply which mounts 
) ohm audio output; includes volt- 
rand PP-1481. 53x14gx6%, 18 1b 
able $99.50; Manual, partial 
3 0; Power input connector, $3.00 
FIELD CANVAS PACK £/R744, used $7.50 
PR MOUNTING RACK f / / R744; #10. 00 
2 SPARES CASE (without spares), $5. 
* ek KK EK KKK Ke KK RK KK K 


PRCO-2£5 TRANSCEIVER, 50-75.95 Mhz WRITE 


RT-68/GRC TRANSCEIVER, 38= 
54.9 Manz HM continously tun- 
able or 100 Khz-step chan- 
nels or two preset channels. 
Receives and transmits both 
voice and 1600 Hz ringing 
FM; range 10-15 miles. Re- 
ceiver circuit has variable 
lst IF 4.45-5.45 Mhz end 
fixed 1.4 Mhz 2nd IF; also squelch and 600 
ohm audio output. Transmitter uses orystal- 
controlled oscillator and oscillator power 
amp; power output 2 watts (LO) or 15 W (HI). 
Also meter to mopitor mmitter filaments and 
90 V input. Requires external power supply <~ 
available separately. With tubes 4/1U4, 2524, 
2/143, 2/114,-4/1R5, 2/1AE4, 155, 4/3Q4, SA4, 
3/3a5, 2/3B4, 6AK5. 9xl3xll¢, 42 lbe. $55.00 
RT-66/GRC, as above but 20-27.9 Mhz, $27. 50 
RT-67/aRC, "  ® ® 27-38.9 Mhz, $35.00 


POWER SUPPLIES 


PP-1175A/SR TRANSISTORIZED 
115 Vac 60 HZ POWER SUPPLY, 
provides voltages to operate 
a RT-66,° -67, or -68 plus a 
R-108,-109, or -110 receiver. 
Includes power connector, aux- 
illary receiver connector, & 
Manuel. 9x7$x14, 40 lbs sh wt. 
Unused, original=boxed $85. 


channel crystal-controlled in 
47 to 55.4 Mhz range. Range: ap. 
1 mile depending on terrain and 


ribbon antenna, carrying stré 
provision for H-33/PT handset. 
type CR-23 crystal (not inch 
available). With tubes 6/5678 
3/5672, 2/5676, and 2G21. Requir 
yoy 45, and 90 VDC. 15x5x45, 
sh. Used, $18.95; MANUAL, a 
CY-853/PRC-6 oases space and padding for 
orystals; 6£x6$xl, 2 lbs. “Used, $3.00 | 
ID-292/PRC-6 CHANNEL ALIGNMENT INDICATOR, 
plugs into RT-196 and indicates relative’ 
el voltages for B+ filament, ose. injec 
limiter, discriminator output, and P=A gr ds 
Also P-A current and calibrate adjust. Unit © 
is basic VTVM with 13° sq. FS=500 ua-met 
and 5678 tube. Power from set under ‘test. 
ID-292, unused w/manual, 


GRC/PRC BATTERY TEST 


AN/PSM-13 BATTERY TEST SET; 
DESIGNED TO CHECK GRC AND 
PRC-TYPE BATTERY PACKS IN- 
cLuDING BA-270, -279, -376, =. 
-377, -386/PRC-25, -398/ ” 
PRC-25, -399, ano’-505. METER 
INDICATES BAD-GOOD (FS=1 ma). 
WtTH ADAPTERS U-240, -241, -2n2, 297,» 
-315, -346 and CANVAS CASE. SHPG, en 
Price: USED, EXCELLENT, $24.9 


ME-61/GRC FIELD STRENGTH METER Eo 
1.4 To 24 MHZ IN THREE RANGES, 
WiTH VARIABLE TUNING, SENSI- 
TIVITY CONTROL, I$" SQUARE ME- 
TER, PHONE JACK AND ANTENNA. 
Stzeéz 5x5x44° wre 5-Les. 


UNuseED, $24.95 


86 MAGNESIUM LONG-LIFE BaTTERY for PRC- 
7; unused, $8.95 or 2 for $16.00 


T-195/GRC-19 TRANSMIT- 
TER, 1.5 To 20 MHz EN 
TEN BANDS; TRANSMITS 
CW, Vofce, OR FSK. 
MANUAL OR AUTOMATIC 
TUNING. POWER OUTPUT? 
100 watts (1.5-12 Mxz), 
90 WATTS (12-16 MHz), oR 80 watts (16-20 

ANTENNA INPUT: 5O OHMS. AuDJo: 600 
FOR PA GR#D AND CATHODE CUR- 
2Y VOLTAGE, AND MODULATION LEVEL 
}NCLUDING Two 4X150D's. RE- 
a 2-30 VDC 42 ames (9 A STANDBY). 
1 «144: 150 LeBs.. SH. 122 LBS. NET. 
Jaed i ebigeeh isk $99.50; T-195B/GRC, $165.00 
c > RECEIVER, COMPANION To THE T-|95, 
MHZ #N | KARZ STEPS ON COUNTER DUAL. 
3 AMPS REQUIRED. Used, checked, $265.00 


E FoR T-195 ano R-392 2 pees $10. 
ERY CABLE WITH PLUG, 
RC-1¢ MANUAL , $7.50 
RR MANUAL, REPRODUCTION a ee 
S019 OPERATOR'S MANUAL, $3 

C19 MANUAL, $10.00 
GRC-14 RECEIVER, 2-32 Mhz AM-CW-FSK in 
115 VAC or 24 VDC 5. amps, $215. 
RADIO SET, 54-70.9 Mhz FM 40 W max; 
eceiver, T-235 transmitter, DY-94 
y, and C=-632 control. Requires 
r 24 VDC; 250 lbs sh. Used, $115. 


-PP-112/GRC 24 VDC POWER SUPPLY 
for RT-66=67-68 transceivers; 
provides required voltages for 
these sets from 24 VDC 6.5 am 
input. 72x9x13, 39 lbs. Used 


PP-109/GRC POWER SUPPLY, as a- 
z bove except 12 VDC 12 A input. 
Used, $54.50; Gov't reconditioned, $49.50 


RT-176/PRC-10 RADIO RECEIVER- 
TRANSMITTER; PORTABLE UNIT 
OPERATING FROM 38 To 54.9 
MHZ FM VOICE COMMUNICATIONS. 
THE RECEIVER SECTION HAS AN 
IF of 4.3 MHZ AND AN AUDIO 
UTPUT IMPED. OF 600. oOHMS. 
TRANSMITTER OUTPUT Is 0.9 
WATTS WITH A NORMAL RANGE 
OF ABOUT~FIVE MILES. MICRO- 
PHONE INPUT IMPED. [50 oHMS. a 
BOTH RECEIVER AND TRANSMITTER SECTIONS ARE 
CONTINUOUSLY TUNEABLE. \/JITH CONTROLS FOR 
VOLUME, TUNING, SQUELCH, “POINTER ADJUST AND 
DIAL LOCK. CONNECTOR FOR EXTERNAL SPEAKER. - 
/iTH TuBes 9/5678, 2/5672, 3/5676, |AD4 ano 
BAG. PoweER REQUIRED: 135 voc, 67 VOC AND 
\2 voc. LESS BATTERY CASE. ACCESSORIES 
ISTED ELSEWHERE. Size: 9Sx3xl|0% wr: 9 LBS. 


RT-70 KECE | VER TRANSMITTER 
47 To 56.4 Muz FM VOICE, 
COMMUN! CATIONS. 
FEATURES CONTINUOUS 
TUNING OR TWO PRE-SET _ 
CHANNELS AND PUSH-TO- 
TALK TRANSMISSION. THE 
RECEIVER CIRCUIT IS 
THE DUAL CONVERSION . 
TYPE WITH THE Fst JF IF Myz AND ‘THe 2 
1.4 MHZ. WITH VARIABLE SQUELCH’ CONTROL. 
600 onm AUDIO OUTPUT _IMPEDANCE. THE TR 
MITTER CERCUIT HAS A 500 Mw ouTPUT AND A 
AUDIO INPUT IMPEO. OF 150. oHMs. POWER | 
eh 90 voc @ 80 Ma, 6.3 © 360 w AND: 
i60 ma. WitH tuBes: 6/104, 3 3/ \L4 og 
SIRS, 185, [AE4, 4/394, 3A5, and 3B4. 
RELATED. ACCESSORY EQUIPMENT LISTED ELSEWH 


nn PEA Si ric Ge ees ear diate ttaenseaciesitnaah cncmnasstces 


R-110 RECEIVER 38-.tTo 54 MHZ FM 
CONTINUOISLY TUNEABLE, VARI ABL 
SQUELCH AND AUDIO, OUTPUT tees 
Epance 600 ounmMs. 4.3 MHZ. 1.F. 
With Tuses 3/1U4,2/1L4, 1A3,2/ 


3A5,1S5 2/364, 2/GAK9 & 082 : 3T-176/PRC- 10 useD $29.50 SIZE: 4x1 3x8 wr: 20 Les. Useo $25.0 
VOLTAGES REG. 135 voc @ 70 ma.| RT-174/PRC- 8, same as PRC-10 except 20.0 To 
AND 6.3 VDC 2.amps. 27.9 Nags USED-COMPLETE, NOT CHECKED, $30. '~65/GRC AUDIO. FR 


wt: 32 LBs. USED $35.95 AMPL | IER; THREE. CHANNE 
AUDIC FREQ. AMPLIFIER 
USED FOR INTERPHONE AND — 
MONITORING OF VARIOUS — 
; TYPE GRC REC-TRANS, 

ae POWER REQUIRED: 135 
@ 35 ma ann 6, 12 or 24 voc. eee: 
Size: 43x13x8 wr: 17 Les. Useo $14.95 
PP-282/ GRC 24 VDC POWER SUPPLY used AM-65 = 
RT-70. Plugs into AM-65 and the voltages to 


both Allm65 and RT=-70, 42 x6x5 6 ibs. ged 
eR RK KK KK K k x 


RT-175/PRC-9, same as PRC-10, Except 27.0 T 
38.9 MHz. USED, COMPLETE, NOT CHECKED, $35. 


RECEIVER, Same as R-||0 apove 
EXCEPT ob- 28 MHZ. USED $21.95 


AN~598 AMPLIFIER-POWER SUPPLY, 
USED WITH PRC-8,-9,-[0 WHICH 
PLUGS INTO TOPs FUNCTIONS AS 
AN AUDIO AMPLIFIER AND ALLOWS 
FOR 24 VDC OPERATEON FOR W ae 
ANSCENVERS. WITH TUBES 2/26) 


2/t2AT7, 26Z5 ano OCS, [ aie 
x10; 38 Las. sH. Useo, $24.95 PP=261/GR0 VIPRATOR Tovar *UEPLY, sane 3 
above but requires 12 VDC input. "Used 


a veee onl = ® | COMBINATION OFF 


CY-744/PRC BATTERY CASE f/PRC-8-9-10, ore 00 
AT-2728 gooseneck antenna base, unused 
-AP=271/PRC 7-section 84" whip antenna 4's 95 


VER, SAME AS R-I10 asove 
pty 27-39 MHZ. USED $27.95 


UPPLY 24 voc For R-108-109-110 
UNTS INSIDE REC. usED $5.95 


SHOCKED-MOUNTINGS FOR 

GRC SERIES RADIO SETS. 

ALL HAVE APPROPRI ATE 

CABLES. & CONNECTORS 

Q FROM THE MTG. TO THE SET & BATTERY 
DO.NOT HAVE JUMPER CABLE UNI LUN IT 


ars purchased 
* OF 


bs R/T,PS, nner AN- sei i” * te Psertr ; 
|32x4£; 7; LBS. USED $2800 meds ones epee Lr seMe SP toned transceiver 
ore a RA & two(2) PS. 4-598 SHOCKMOUNT $5. AM-598 AUDIO CABLE 36 TECH MANUALS _WwiTH SCHEMATICS FO 

Me ane RT OB NET On ee & Sete | 29 12 w/3-77, U4. uee0 utc w/ta-229 910 | a1-196/PiC-6...97.50 

0s ONE RI ee ae eee HANDSETS, H-33 w/UG-77 $7. H-189 w/UG229 $12 PRC-2A-10A 7:50 AMH598. 20008 

x4: WT: 50 LBS. USED, $25.00. | *15_166/U LOUDSPEAKER w/UG-77.-...Used 310.95 T-66,67 & 68..95.00 “PP-109 & 112..6$9.! 

es (t) es & AN-65( PIGGyesck) GRC/VRC CONNECTORS, specify type and with RT=70, oo csee0eepde00.  AN-ODscps eet 

Chel es ie a nate WRITE what equipment used, $3 each w/set purchase, R-108, 109 & I see eeeresseeseenseees 

 Gkh. Photek FLUGS, used: UG-77, metal back $3, UG-229 $4. | AN/VRC 13-15 or Be ee CONTAIN. INFO 

38; wT: 18 Les. useo $15.00 CX-1211 CONN, ASSY. f/RT66-7-8 to PPil2, $6. Th ie ON RT-66,67,68, R-108, 169,110, 


ia MTG. CONTROL Box Es. 


Connector assy. sold only with set purthase. 


HIGH 
BAND 


a 


R-394/U RECEIVER, 152-172 Mhz 

¥M single channel crystal-con- 
trolled. Dual conversion unit 
has first IF 7.8 Mhz and 455 Khz 
second IF; also squelch and mut- 
ing circuits. 8 ohms output im- 
pedance. Set features modular 
construction with plug-in units 
ist RF amp, local oscillator, 
lst IF amp, 2nd IF and discrin- 
inator, and audio/squelch,. 455 
Khz selective filter is wired 

: in. Also has compartment for 

| modular power supply which is listed else- 

| where on this page. Includes tubes 14/5678, 

| 4/1AD4, 5672, 5840, 5785, and 6AK6. S2x5ixl44 


| 22 lbs sh. Used $10.95; Gov't recond, $19.95 


_ -R-257 RECEIVER, same as R-594 except covers 
25 to 50 Mhz FM, used, $12.95 


T-278/U TRANSMITTER F.M. 
152 to 174 MC approx. 30 
WATTS, CRYSTAL CONTROL ON 
ANY TWO (2) PRESET FREQ. 
PHASE SHIFT MODUALTION 15 
KC DEVIATION, CR-27/U cRY 
STAL UNIT FREQ. RANGE. 
4750-5437.5 Kc. MULTIPLIED 
32 TIMES. WITH TUBES 57 
3B4,,3/2£24 4/5678, 2/5672 
and 2/|AD4.: 

| VOLTAGES REQUIRED AS SHOWN WITH DY-93 DYNAMO 

/| TCR ELSEWHERE ON THIS PAGE. USED $14.95 

) S1ze:82x43x143; wr: [2 ces. UNUSED $19.95 

- 7-417 TRANSMITTER, similar to T-278 except 

| 30-50 Mhz FM 45 watts; 2/6146's. Used $24.95 


VIBRATOR POWER SUPPLIES for 
R-394 and R-257 receivers; 
fits inside receivers; 10 1b 
, PP=867, 24 VDC input, $€.95 
 PP-868, 12 VDC input, $5.95 
- PP-846, 115 VAC 60 Hz 
input, $29.95 


DY-93 DYNAMOTOR POWER SUPPLY 
for use with T-208-278-417 
; : transmitters. Input: 12 VDC 
20 amps. Output: 380 VDC 180 ma, 225 VDC 45 
Mey -25 VDC 5 ma. 8$x7x14, 29 lbs. Used $9.95 


CHASSIS CONNECTORS to 
sai Bey fit R-394-257, T-208- 
“tl a & 278-416-417, DY=-95-98 
Specify for receiver (P252), transmitter 
(P401), or power supply (P1203), $2.50 each. 


CY-938 EQUIPMENT CABINET 
F houses receiver R-257 or 
|R-394, transmitter T-208 
or T-278, power supply 

DY-93, -98, or -100. 
) Aluminum; 17$x11¢x25, 
40 lbs sh wt. Used $9.95 


me 
~ 
+ 


RF MONITOR 


1D-642/FSA RADIO 
FREQUENCY: MONITOR, 
USES DIRECTIONAL 
COUPLER WITH IN-21B 
DIODE TO MONITOR RF 


GE ‘PROGRESS-LINE' 


GE PROGRESS-LINE 50 WATT 

MOBILE TRANSCEIVER, single 

channel crystal-controlled 

in the 144-174 FM Mhz band® 

Has #4ER25C2 receive, 74ET 

-21A2 transmit, and #4EP2B 

vibrator power supply sec- 

tions. Transmit deck uses 

two 6146 tubes in P-A. 

Power supply requires two vibrators (not 
available) for 12 VDC operation. Internal 
trimmers for antenna tuning, coupling, and 
P-<A plate; 21 tubes. epx14eciss, 34 lbs sh. 


#MA B/36N, used less crystal and cover, $45.00 
$318-CCT CONTROL PLUG, $3. POWGR PLUG, $2.50 


GE CONTROL HEAD for 
Progresa-Line sets; 
with push-to-talk mic, 
squeleh, volume con- 
trol, and coil cord. 


5 lbs sh wt; used, $153. 


Less mic, 


MOTOROLA CONTROL HEADS, 1950's styles; simi- 
lar features as above; used with mic, $11.95 


MOTOROLA FM MOBILE TRANSCEIVER, 

transmits in 144-174 Mhz 

range, receives between 

450-470 Mhz. #TD6050AB 

transmitter section has 

output of 25 watts min. 

(144-167 Mhz), 20 W min. §} 
(167-174 Mhz) using emg a 

single crystal-controllea ———“""“"“=—._ 
channel. Crystal multiplication 

24 times; 50 ohm output dimpedance. Has nine 
tubes including=6146 in power.amp. #RE1000- 
AH receiver has.dual squetth "Private Line* 
or separate toBe-controlled.an@“tarriér 
squelch circuits. Two erystal-controlied 
channels; 455 Kee final I.F. Aud#oO output 

2 watts into 3.2*ohms. “With 14 tubes. #XPN- 
6003B transistorized power supply requires 
12 VDC inptt to supply. voltages for trans- 
mitter and receiver. Crystals and accessories 
not available, 6xl0x19Z, 28 lbs. Used less 
6146 tube, $18.95 each. Schematioa set, $5.00 


C-847 RADIO.CONTROL BOX; 
USED TO CONTROL THE SYSTEM, 
HAS HEAVY ALNICO MAGNET 4" 
SPEAKER FOR MONITORING REC. 
CONTROLS FOR SQUELCH, VOLUME 
ON/OFF. SW. PILOT LIGHTS AND 
RECEPTACLE FoR H-33 HANDSET WHICH HAS UG-77 
S1ze:94x52x34; wt: 6 LBs. Unused, $9.95 
H-33/PT HANDSET with cord & UG-77"" $6.95 


MOBILE TRANSCEIVER 
AN/VRC-51 FM 
MOBILE TRaNS= 
CHIVER, singl 
channel crys- 
tal controlled 


e FM — TRANSMITTER — RECEIVERS - 


LOW 
BAND 


C-845 RADIO CONTROL 


C-845/U RaDIO CONTROL, 
used with R-394-257 re- 
ceivers and T=-208-278- 
417 transmitters. Con- 
tains three tube micro- 
phone amp with line 
level meter which allows | 

the signal to be adjusted 

to modulate the transmitter. 

Also has heavy duty 4" speaker for monitor- 
ing a receiver and tone generator for sig- 
naling purposes. Controls for intercom, mic 
level, and speaker volume and UG-77 plug. 
600 ohm input impedance. Unit includes 
PP-846 AC power supply which mounts inside. 
Requires 115/230 VAC 50-60 Hz. 8$x13$x133; 
40 lbs sh wt. Used, $44.50 ; schematic, $2.00 


* 


PP-804 POWER SUPPLY 


_ PP-804 AC POWER SUPPLY, de- 

signed to power T=-208-278- 

m@, 417 transmitters from 115/ 

imi 250 VAC 50-60 Hz input. 

? Output: 500 VDC 250 ma, 225 
= VDC 45 ma, 1.25 VDC 1 amp, 

1.25 VDC 2 amps, -25 VDC 

“4 5 ma, 6 VDC 300 ma, 6 VAC 

900 ma, and 6 VAC 2.1 amps. 8x7x143; 46 lbs 
sh. Used, $40.00 ; Manual, partial repro $8.50 


Schematic only, $2. Mating connector, $2.50 


AN/PVS-3 MINIATURIZE 

STARLIGHT SCOPE 

ASSEMBLY, night 

vision device origi- 

nally used for wea- 

pon's sighting but pro- 

bably adaptable-for other 

uses. Assemblies consist of 

front optics, intensifier tube housing, and 
weapon's mount for M-16 rifle with adapter 
bar. Units designed to use mil-8858 image in- 
tensifier tube (current Varo #1462-series 
priced over $1800.00) which magnified exist- 
ing light 40,000 times and had automatie 
brightness feature. Useful> cathode diameter 
18 mm. Required 2.65 VDC supplied from Baé- 
1533 battery (not available). Sets are sold 
less intensifier tube and rear ocular sight- 
ing piece; adjustments may be required. 
Size: 22* dia K 11* housing; 6" high with 
mount. Used, as above with case, $165.00 
Marginal light filter, for daytime low-light 
use, $12.00 when purchased with assembly, 


CX-237] CABLE ASSEMBLY 
USED FOR CONNECTING R- 
394-257 rEce., T-208- 

©2278, 416, 417 TRaNs. 

*» TO THE VARIOUS CABIN 
gn: s2 ie ETS SO THE UNITS CAN 

“af we BE SERVICED OUTSIDE 

—~ THE CABINETS, 


CX-234] CABLE FOR CONNECTING CONTROL 
BOX TO CABINET. 


NO PLUGS ON CABLE. 


5 FOOT LENGTH $5. MAX#MUM LENGHT [5! 


PP-638/U.POWER SUPPLY usebo, wiTH AWi-494 

& AM-495 Power AMPLIFIERS. INPUT |15/ 

230 vo.ts 50/60 cycLe, output 1100 voc 
2320 ma, 230 voc @ 60 ma and 6.3 vac § 

@ 5.2 a. 23" RuGGEDIZED METERS 50 MADC Bee 
500 mMapc AND |.5 KVDC ALSO BLOWER FOR Fe 
COOLING. UPPER COMPARTMENT SIZE |5wx fe 
33 4 x 84 oO. : 
Size: 3(@ x 20% x 24%; wr: 150 ces. 

PRICE: RE-NEW $79.50 


$ Pp E£E AKER S 


LS-166/U LOUDSPEAKER, housed in cast- 
aluminum case, speaker is 4* dia. with 
heavy-duty FM magnet, 600 ohm matching 
transformer with 8 ohm output and HI- 
LO switch, 6 foot cord with UG-77 con= 
nector. Unit is used with most GRC/VRC 
radio sets. 5x5x3q, 5 lbs. Used, 
OR OK KK KOK KR EK OK KR OK OR RO OK OK * 


ST-138/PRC BACKPACK HARNESS for carrying RT-505/PRC-25 
or RT-841/PRC-77 transceivers; may have worn areas in 
sh wt: ie} 


1] VOLTAGE LEVEL. DC VOLTAGE 1S. AMPLIFIED TO 
| TRIGGER A 24 VDC ReELay (6.5 ma 4PST) oveR A 

POWER SCALE oF 25-200. UNIT WAS PROBABLY 
CALIBRATED INTO A STANDARD LOAD. 
HN coNnNecTORS. WitTH’TuBES: 2/0A2, 5751, 5670 
6X4. and TJ79IKOI cURRENT REGULATOR. POWER 
REQUIRED: 115 VAC 60 Hz. Size: |1x19x104; 
SHeGc. WT: 20 Les. UNUSED, W/SCHEMATIC, 37,9 


BC-604°F .M. TRANSMITTER 30 W. game 
FREQ. RANGE 20-27.9 maz. 10 .@ a see. 5 “| 
PRE-SET CRYSTAL CONTADL CHAN- 

NELS ARE POSSIBLE WITH THE 

PROPER CRYSTALS. \WITH TUBES 
4/\619-& 1/1624. VoLTace REQ. = 
12-oR 24 voc & 625voc @ 225ma. Size: 
|0£; 60 tps. PRice: 


[MANUAL $5 


in 132-152 Mh 

range; 30 watt 

output w/6146 
in power amp; 22 other tubes. Interna 
trimers for antenna tuning, coupling, 
and PA plate. Includes C-3691 solid- 
state power supply and“control which 
has speaker, volyme, and squelch; also 
interconnect cable. Requires 12 or 24 
VDC; Comco mfg. 123x6$x9, 27 lbs sh. 
Used, $59.5(; Mio, $5.00 w/purchase. 


REQUIRES 


PRC POWER SUPPLY 


2% PP-35| POWER SUPPLY, 
* | DESIGNED TO PROVIDE 
_} REGULATED DC POWER 


~9,-10; ’ 

0; ano BC-{000 
MANPACK TRANSCESVERS. HAS METERENG 
FOR EACH OF FIVE VARtABLE OUTPUTS. 
|nput/ouTPUT CABLES NOT AVAELABLE. 
Power REQu#RED: 115/230 VAC 50-60 Hz. 
25x1 13x1 50 $45.00 


| 8s 
Unused, $25.00 


em TELEGRAPH-TELEPHONE SIGNAL 
CONVERTER: converts 20 cps 
RINGING SIGNALS To 1225/4600 

eee CPS RINGING SIGNALS AND CON- 
eERTS 1225/1600 cPS RINGING 

; To 20 CPS. RINGING. POWER 

REQ; [15v_ 60Hz.W/2ea.12AU7, | 2AX7 

Size: 11x7sxl0: 18 A128 
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RECEIVER POWER SUPPLIES. w/ 
SPEAKER for 115 Vac 60 Hz 
y operation of the following 
BCe453-454-455-946 
R-23-24-25-26-27/ARC-5 
R-10-11-15-19-22 ARC-type 
Re coas curt SS 80-348 BC-639 

Tnelude dynamic speaker housed in metal cabi 
net with connecting cable, phone jack, vol- 
ume control, BFO switch (if applicable). 
Output: 200/250 VDC 90/60 ma and 24 Vac 2 
amps; usable with other receivers having 
similar requirements. Dimensions and parts 
vary with availability of materials. SPECIFY 
receiver type; 10 lbs. KIT, $32. WIRED, $40. 


KIT WIRED 
2 amps, 12.1b $17 $22.95 
C4 amps, 14-lb $20 $25.95 


, TEN THOUSAND VOLT DC to DC 
* power supplies, p/o Sanders 
video display. Requires 10= 
ee 15 VDC 1 amp 5=7 Khz square 
iam: wave at TTL levels to drive 
pee the output amplifier. \ 
MMODEL 13904 uses 2/2N3055 
‘xXistors or equal. MODEL 
11665 uses one TOS xistor Ki 
No schanatic. 10x5x6, 5-1bs. 
#13904 GOOD EXPERIMENTER ITEM #11665 
é ~ 37. $6. PHO5 $20+05. 


aoa PE-110 POWER SUPPLY For 
ae BG BC-669 TRANSMITTER=RECEI- 


wagers OUTPUT 520 VDC @ 420 MA, 
Ane i} A 12 VDC visrator TYPE 
WiTH AN OUT PUT oF 275 VDC @ 64 
\\A THAT PLUGS INTO THE’ CHASSIS SERVES AS A 
RECEIVER STANDBY. INCLO. FOUR 5Z3 TUBES, 

E¢ UIT BREAKERS, A.C. OUTLETS, AND 


X | TTER, TUBE COMPLEMENT AND SIZE MAY 
ARY. 2Ox9x|2; 75 LBS. USED REPARABLE $25 


VODEL 5047A POWER SUPPLY, 
'}5 vac 60 Hz. 

4 vot. 10 amps ACe 
150 ma OC. ii 
CTED ON AN ALL= 
LUMINUM CHASSIS WITH 
VENTILATED ALUMINUM COVER 
Wi TH FLIP-LocKS.(woT SHOWN) 
S'Z&: 194x74x103 wr: 45 tes. 919.95 
Go-29/1640 POWER SUPPLY, rated 
» output 40 VDC 350 ma or 35 VDC 40 
| ma from 115/230 VAC 60 Hz input. 
vo However, the transformer is rated 
“ f 


50 VDC capacitor, 6X4 tube. 5$x43 
x48, 5 lbs sh. Used, $9.95 


¥ 9000 HZ. SUPPLY 


7, 
[PP 
© ex 

VAC 9000 Hz out from 120 VAC 

Hz input intriguing or finds 
the supply a good source of ugable 
parts. Consigts of two 6x4xl heat- 
sinks each w/2N3055, transformer 
w/2-4 VCT 500 ma outputs, ferrite 
core autotransformers, PC board. 
4, 258x354, 9. lbs. GHY9T69Y1500-G4, $4.95 


a re nae. 


SOLA CONSTANT VOLTAGE DC 
POWER SUPPLIES; 19" x 6" [MERCY A. + 
40 lbs. sh wh. $14.95 OL 


SOLA if INPUT OUTPUT 


180/240 200/260 200 VDC 1.5 A 
® " 120 VDC 1.1 A 
20 VDC 2.0 A 
115/208/230 120 VDC 2.0 A 
5 115/208/230 20 VDC 4.0 A 
#257 CONSTANT VOLTAGE TRANSFORMER, 6.5 V 25 


VERY HIGH VOLTAGE 
DC POWER SUPPLY wiTtH 
107-125 VAC 60 Hz PRIi- 

S MARY. Two OUTPUTS: «5.4 
To 5.75 Kv. @ 140 To 300 
oa U-A. ONE ouTPUT;: -5.| 
To 5.3 Kv. @ 100 to 270 u-A. Stze: [2$x2bx4d 

WT; 10 Lss. GEF9T63Y2029G6,  Usen, $10.95 
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Me VER. [INPUT 115 vort 60 crc. 


@ ©-e8 180 VDC 40 ma and 6.3 V 1.7 A out. 
3 Also has 10 Hy 55 ma choke, 450 mf 


1tput from 90-130 VAC 60 Hz input, $15. 


— 


| UNUSUAL TUBES for collectors and experiment- 
ers. Filaments checked but not guaranteed. — 
"gp 9 JAN 218 RECTIFIER TUBE, 1/2 4s 
wave high vacuum; jumbo 3- | 
pin base. 153"Hx5" dia $10. 
MATCHLETT ML~500 HV TUBE, 
15$"H x 5% dia. - $12.00 
JAN 705A RECTIFIER, 4-pin 
base. 5"H x 24" dia. $5. 
JAN 715B PULSE AMP TETRODE 
4-pin base, similar shape 

. as 705A; 5S2"Hx2s" -dia. be. 
WESTINGHOUSE CL=-2 TUBE WITH- 
IN-A-TUBE, 125"Hx2" dia $7. 


COMPUTER POWER SUPPLIES 


SOLID STATE POWER SUPPLIES 
rated conservatively and 
constructed on rugged 
steel frames. Units have 
front voltagé adjust +10% 
running light, AC reset. (is cai 
Also adjustable current dom 
limiting and overvyoltage protectio Power 
input: 115 VAC 60 Hz. Removed from .quipment. 


Add $10.00 to prices for "checked" units. 
RATING SIZE Sh wt No. FRICE 

4 V 30 A 134x7x153 65 lbs 926 $30.00 

4V 75 A 19gx7x20 125 lbs 650 60.00 

12 V5 A 98x7x16 35 lbs 655 37.00 


< 
le] 
° 
&S 


TAYLOR TZ-20 zero-bias Class B audio, 
20 W plate dissp; 70 W/pair push-pull. oe 
7.5 V fil, 4-pin base. Old--Unused w/data %. | 


MAGNETRON TUBES Less 
UPS CR te aOR BoM EXTERNAL MAGNETICS. 
0 Useo, $24 ea. SPECIFY: 
2526 (2992-3019 nae 2328 Seas lve}? 


20-24 V 5.5 A 9$x7x20 47 lbs 332 39.95 
24 V 12.5 A 134x7x15s.65 lbs 4291 30.00 
(#4291 is harmonic regulated type) 
30 V3 A 15$x7x194 38 lbs 889 27.50 
32-36 V 4.8 A 94x7x19 37 lbs 3236-48 27.95 
(#3236-48 includes 12-36 V conversion info) 
DUAL POWER SUPFLY, same style as above, -32- 
36 V 14.7 A and -32-36 V 10.3 A; Two indepen- 
dent regulators w/common buss. 20x12x14, 
125 lbs sh. #450, $60.00 


2529 (2914-2939 MHz); 2J39 (3267-3333 Muz 
2561 (2992-3100 Maz); 2J62 (2914-3019 Muz 
725k (useo IN APS-4 RADAR). 


a ee we em ew oe ee een een 


S-300 TUBE (OPEN FILAMENT), 
10" tc. 3" bta. As-ts, $4. 


LLL CE a tk ee et te et 


TRANSMITTING TUBE 
8012-A TRIODE 


CASH REGISTER POWER SUPPLY 
WITH 6 VDC GEL-CELL BATTERY 
yy, OUTPUT FOR MEMORY. ALSO +6, 
F 410, +15, ano -24 VDC FRoM 
. HS = "Ont sin tree. *008- bola Od {76 oe 
° e a ° BITS, ‘ LATES . MA. 
O202550A, UNUSED, $e5O0 $25. Cari GF 2.73 P-F 0.4; G-P 2.5 
; CLase."en MU 18; ae sacar 20 MA 
2E - TELEGRAPHY 35 L/W/DATA, UNUSED, . 
OPEN FRAME REGULATED | TELEPHONY 20W it $2.00 Ea. 4 FOR $6. 1 
; ? COMPUTER POWER SUPPLY 
ge TRANSISTOR REGULATED 
OPEN CONSTRUCTION WITH 


8025 TRIODE, same as 8012 but 4-pin base, $3. 
. ELECTRONIC PHOTO- 
ADJUSTABLE VOLTAGE 20% 

AND CURRENT LIMITING 


~— . Tract 


> FLASH TUBE R4330 
~SYLVANIA, OPERAT= 


UNITS WHERE QVP 1s Ae “ ING VOLTAGE 2250, 
NOTED ALSO HAVE ADJUSTABLE OVERVOLTAGE PRO- Satara RE Sen Seer 6 FLASHES PER/MIN 
TECTION. UNITS ARE IN GOOD CONDITION-REPARA- | [00 WATT-SEC/FLASH MAXIMUM,PEAK LIGHT OUTPUT 


BLE. ORDER BY RATING AND PART NUMBER, 12,000,000 LUMENS, INTERGRATED LIGHT OUTPUT 
RATING SIZE es No. PRICE 3560 LUMEN. sec. FLASH. $10 OcTat ceR.soc. 50¢ 


a en ee lb 
v yy 5 
Peni a ie bernie THYRATRON 
v 3A OVP! GE #4751 SOLID-STaTE THYRA- 
ie ea eee = ree TRON, useg-audjeot to test §9. 
30v 3A hs 53 1018-23 22°50 Amphenol #146-106 SOCKET for 4JS1, C6, $2. 
30v 3A OVP ui 1018-33 


23 
35-40v 500W OVP, 14x82x5, 60 


PS6013501 TRANSISTOR REGULATED af a, TP=5 SOUND-POWERED FIELD TELE- 
POWER SUPPLY produces independ- ¢ ysl PHONE, portable hand-ringing 
ent +12 VDC 2.7 A. and -12 VDC { nagneto type. Two or more car 

1 A. outputs w/overvoltage pro- be used in two wire system. 
tection which can be used in ; Signaling range 15 miles; 

series. Also -6.8 V 300 ma out- OF Med eee leas bed cee 

ut. 9$x53x7; 16 lbs. Used 14.95 carrying case and strap. 
oerert jae 8xl0x34, 19 lbs. Used-checked $55. 
Schematic for 115/230 V operation included. EE-8 FIELD PHONE, similar to TP-S except re- 
quires two "D" gells instead of sound power 
and has extended voice range. WRITE 
H-102 FIELD PHONE, similar to above except 
requires S-and 6 VDC; 15 lbs. Used, j 


DC TO AC CONVERT! 


PU-141B DC to AC ROTARY 
CONVERTER, changes 32 
VDC 20 amps into 110 Vac 
60 Hz 4.55 amps; motor 
speed 3600 RPM. 74x13 
x9, 5O lbs sh. Unused, $105. 


FU-141A ROTARY CONVERTER, similar electrical 
characteristics as Bemodel except 1800 RPM 
motor speed. 103x15xl0%, 150 lbs. Unused $75. 


12 VDC 3.5- AMPS and 4 VDC 17.5 aps 
from 115 VAC 60 Hz input; has cur- 
rent limiting and overvoltage pro- 
tection. 4 V output adjusts to 5 V; 
14x63x6, 35 lbs she #95660, $30.00 


Le, 1037-12 $35 FIELD TELEPHONES 


. HFE CRT POWER SUPPLY; HAs 
~6.5 KV LOW CURRENT OUTPUT 
WHEN useED wit 10 VDC |.75 
amps DC-To-DC INPUT CONVERT-- 
fey ER. WILL PRoouce 7.5 KV FROM 
Spm =6fee 612 VDC INPUT. OTHER LOW CUR 
— RENT OUTPUTS OF -2500 AND 


HFE LOW VOLTAGE POWER SUPPLY; Ourput: 10 VDC 
|.75 amps, ADJUSTABLE -| v. |NPuT: 115 VAC 60 
HZ. TRANSISTORLZED WITH FUSE AND CONNECTOR. 
104x63x4; 12 tas. Removen F/EQquiIP., $7.95 


HFE CRT and LV POWER SUPPLIES as seT, $20.00 


BREAKER 12.5 VDC 2.5 AMP POWER 
SUPPLY; 4 amp suRGE, 4 AMP cIR- 
CUIT BREAKER. 4-5/8x23x64; Supa. 
WT:.6 LBs. #13-110, NEW, $20. 


-——-— — — = = — ew 


only less regulator cards. Has output trans-= 
istors and heatsinks; nice foundation, $20. 


§ 250 VDC TRANSISTORIZED POWER 
SUPPLY, 115 VAC 60 Hz input. 
Units marked "200 VDC” but 
they test at 240 VDC 500 ma. 
5x4x5, 15 lbs. #5950, NEW, $228 


MICROCOMPUTER POWER SUPPLY, uses 4% 
TWO G-TERMINAL REGULATORS AND A ‘aa 
723 with TIP3055 TRANSISTOR. 


MANY OTHER TUBES IN STOCK. NO COMPLETE LIST AVAILABLE. 
WRITE AND TELL US WHAT YOU NEED AND QUANTITY REQUIRED. 
SPECIFY lst & 2nd CHOIVE AS TO USED, CHKD. OR UNUSED. 


USED, $1.50; UNUSED, 33.00 OLD TUBES As AVASLABLE. 
6A4 6A5 6A6 6A7 6A8 USED, $2.50; UNUSED, $4.00 


5 wee we wee eee oe owwe 
6C6 eee a ee 8 ne ene | JOY 19 24 27 33 34 35 36 


pre eke a BKS 6J4 655 39/44 4| 42 46 47 

J6 657 6J8 614 6L7 

6N4 6N7 6Q7 618 6T7 614 55 56 57 58 7} Bi UE 
6U6 6U7 6U8 6V6 6VB 6VT7 78 80 8] 84/624 


oxa Be ea Ce Batons ANTIQUE TUBES, oLDER LARGE 
GLASS GLOBE VERSION OF MA= 

SED, cHko., $2. UNUSED, $3] Ny oF THE ABOVE AS AVAILA- 
7A4 7A5 7A6 7A7 7A8 7B5 |BLE, I--, 2--, OR 3-- SER- 


PECIAL TUBES HSTANDARD TYPES 


USED, $1.25; UNUSED, $2.50 


“crT's, doitecuts or unused. 
| 2AP1 $17.50 SAP1 $10.00 
cat ‘SABP1 30.00 
| SACP7 15.00 5AHP7 30.00 
'SADP1 25.00 SBPl 25.00. 
af 5BFP7 35.00 
5CP1/7 15.00 
6.00 SEDP7 28.00 
‘SCLP11 35.00 
RAD: 6.00 5FP7 12.00 
- 7) 4DP7 ~§ 15.00 5SFP14 15.00 
| | SHP7 3.00 5GPl1 15.00 


$2.50 ea 
05." 8/7 $10; 
6099 63S6/6LRS 
oie 6LGWGB/5881 
~ = = = == 4 
5749 608 p-o $4, 
5750 SB26 p-e $6.\tics Yroe 
5763 6082 NEW $6. 


USED ONLY 3B4. 3V4 
3Q5. cHeckeo $1.50 on 


CHECKED} | UNeUNUSED 2%2 used $1.50; unused $3. 
iO PU ee CSR PERG cele ah a a 2A7 used $2. GEIGER-MUEL- 


‘ 1AE4 U $1.50 954 .00| LER: zhi as or 5960 $6. | 7B6 787 788 7C4 7C5 7c7 |1es, USED, CHECKED, $5.00 
| kiss 25.00 2043 aries eed oe WY WT ay que RG ee 

| 4MP1 «35.00 7CP7 15.00 : " 
| 4FP7 25,500 4DP7 25.00 Vie 724 7AD7 7A)7 7AH7 7AG7 EYE” TUBES, Picbued ter yee 
RR KR RR RK KR KR KK om 1.50 [4A5 14A7 8 iach 

SDEP31 FLAT-FACED CRT, used 2,50 1466 14F6 ae aie aoe 811 checked $7.50 
| in Heath scopes; replaces 1.50] USED, $1.25; UNUSED, $2.00 1457 14W7 lewd 14N7 14R7 Siti 
eh Bere with simple ag ih 2,50} Ado DS¢ EA. FOR METAL TYPE 2807 eames 
| wiring change. NEW £7 t.00] 6AB4 6AB7 GACH 6AC7T 6AFS HECKED e 

SOGKEt for SpuPei, 42-50 1150| GAF4 GAFD GAFS GAFII GAGS | gum bee a) pert ee 00 $18 
a ccatecusesies | (2001 GAH4 6AK5 6AKG GALS Apo 25¢ EA. FOR METAL TYPE Se 

SOCKETS for {245 |2A6 12A8 1208 12p4 3 
| SEPL or SRP CRT's $5.50 ea 1.00) GAGE OAGT AND ANG GARE | 1204 12H6 1255 1207 1k7 [cag 
| Shield only $4/Socket $2.50 1.50] 6AU5 6AU6 6AU7 GAYS GAVE Ee See te ae eas 

eee =o 5-5-5 -- =~. 5 Z POV bes, - 
eee ccen aa 88 28] oes SM ceaeeeSee® | 12I0T (GREE [AMG LAR unten stnerniag notes 
VSbcxtt Sept gas See 1° rte . eS ae \2BH7 |2BF6 Poca LaPeer ar ee ark ae Sarre 


12006 !2SF5 


a Oe 1, l2 
2. MU-SHIELD FoR 2 ‘CRT, $6.95 12507 jOSkK7 1D8C7 (DSN 


2CS9A, 6 V fil., $6.00 
3cx100a5, 6 V fil., $7.50 
4N150a, 6 V fil, $22.00 
4X150D, 26 V fil., $10.00 
4K150D, unused-boxed, $24. 
4K150G, coaxial, (stt) $20. 


rises k 26 V fil., $16.00 
4-654/8165, (stt), $16.00 
4-1254/4D21, (att), $32.00 
4827 /5-125B, (stt), 30.00 
4827/5-125B, unused, $42. 


* Rk KK KK KX KR KK KF 

BALLAST TUBES and THERMAL 

RELAYS, $1.75 each: 

1TF1O GS-16 4-25 . 6-4 
6C10 7H-4B 9H4 10T1 

TF601K1 26NO0-# 115NO0-# 


USED, $1.25; UNUSED, $2.00 


8BQ7 8B!10 9KZ8 10EG7 10DE7 
1SKY8 1704 | 7BF IT 1 7Aax4 
17GW6 1|7DQ6 19NU4 19T8 
21NV6 21GYS 22JM6 2329 
25L6 25W4 25DN6 258Q6 2525 
2526 32L7 3585 35C5 35.6 
35A5 3523 3524 3525 35y4 
SOAS 5005 50C6 5OL6 50X6 
SOHK6 7OL7 1 17N7 117L7 


USED-CHECKED, $3 ea: 26A6 
26A7 26D6 2686. 26C6 NEW i 
-USED-CHKD $2.50; UNUSED 
9001 9002 9003 9004 9006 


6DE6 6DK6 6DK7 
60G6 €6DQ5 6DQ6 6DN6 6DN7 
6EA4 6EA7 6EB8 6EH4 6EU7 
6EMS 6EM7 6EU7 6EW6 6ES5 
6FQ7 OFY7 6FV'S 6FM7 6GF7 
6GH8 6GK5 6GJ7 6GW6 6GV6 
6HAS 6HB7 6HM5 6JH6 

6JT8 6JU8 6KAS 6KD8 
6KZ8 6LM8 6LU8 6SAT 
6SC7.6SD7. 6SF5 6SH7 6SJ7 
6SK7 6SL7 6SN7 6SR7 6ST7 
6SU7 6ZY5 
tF You DON'T SEE WHAT You 
NEED LISTED, PLEASE WRITE. 


WE WILL ACCEPT THE ABOVE CREDIT CARDS. 


}WHEN USING YOUR CREDIT CARD WE MUST HAVE THE NAME OF 
|THE CREDIT CARD, ALL THE NUMBERS AND LETTERS ON THE 
.| CARD, EXPIRATION DATE AND NAME OF YOUR BANK. 


cme ee ec eee 


1016 E. EUREKA 


- a ie DP ig 3h S 9g P.O. BOX 1105 
 FQCL adto ales Co CE, LIMA, OHIO 45802-1105 
ee 3 6 iene 7 oe *. ‘Tel: Area Code 419-227-6573 
Ss at Name Please Print Clearly Date REMARKS: 


Page Total Price 
Fat lover pee ee Add This Column] Use 


ao CATALOG 
: ~ STOCK NO. 


Include sufficient 
money for postage. 
We refund unused 
amounts. 

Please send cash by 
registered mail only.~ 


DRoditcted in our catalog quotations. We 
reserve the right to hold an order ac- 
companied by personal or company 
check until after check clears the 
banks. All prices are net, f.0.b. shipping 


CREDIT CARD NAME 


WE SHIP 


For Postage 
and 
Insurance 


‘ FILL IN AMOUNT - 
Maal iho ENCLOSED mm VISA /BANKAMERICARD 
- Please allow for shipping’ Bis FRCS 
5 y Due 
_ charges. Items over 50 Ibs. LJ nee rid ieee Bead O | (MasterCard from Previous 
_ shipped via truck-freight O SS aes Order 
collect. Consult your local | [-] air / NUMBERS ON GREDIT CARD 
Ai motor freight office. (] est way Hotegiel aes fess TOTAL 
IMPORTANT. Any correspondence not ; : 
" Gonnected directly with this order | [_] ups Cle aes LETTERS AND EXPIRATION DATE-BANK NAME Page 21 
should be placed on a separate sheet. Memo ; 


_ This will speed handling of both order , 
and letter. . CAT. WS-83 


PBs, ee i 3 MINIMUM ORDER $5.00 


RELAYS [gpm 


at 15 V; holds ¥& 
at-5 Vv. 2¢x i 
1-3/8x2, 2 1b. Yr 
#5533/K22,' removed, 


PLATE RELAYS _| ROTARY RELAY 28 VDC 4-wafer 
CLARE = OHMS ----CONTACTS----  ----CURRENT---- | | horiz-shaft;.1/2-break, 2/ 
: REG. OPEN CLOSED OPERATE RELEASE l-make l-break, 1/S-make 2- 


DELTROL 1OSML MAGNETIC LAT- 


CHING RELAY, one SPST norm | A-102627 3500 4PDT 2PsT ----- 11 MA SMA | break. S-1/Sx2x2 #K101/6 $3 ’ 
open; other SPST norm clsd. A-21126] 5000 SPDT 4PST 2PST 13 MA 4MA ROTARY, 28 VDC two wafers 

Actuates 15 VDC min. Octal C-21126! 6000 SPDT 4PST 2PST 10 MA . 5 MA vert-shaft; l-make 1-breek, 

base. 2x5qx2, removed $3.95 | ALL ABOVE RELAYS SAME SIZE |xI4xIS $1.00 EA. Semake. 2#x2x1# #K102 $2.75 2/SPDT 10 amp, 1/SPDT 
oe nee nnn ner een ee nner naa #DOUX-2055, 4-SPST n.o.: 1-24 VDC 1 A.; 2-120/240 vac ae and’ 1/SPsT n. closed 


ROWAN CONTACTOR, 
TWO POLE CONTACTS 
RATED 15 A 250 VAC, 
10/15 A 100 of C. ir | 
(ids sot"a2§ 1000” MMB TA ive setays ot 
x23. ROWAN #E20, usE p PLAS VLG Seem 
type w/sock 
RELAY IPOT & IPST, ‘on tyne ae 
CONT. 28voc |A. MAX. 
PICK UP .9MA, ~ DROP- 
OUT.|MA. 16000 OHMS 
OCTAL BASE. ~ : 
SiG#80110— - $28.95 


SPDT,SINGLE BREAK,28 
voc | A. conT.800 oHMS DC 


20/10 A; 1-120/240 VAC 10/5 A. 24 VDC 230 contacts, 2$x2x%, us 
12 VDC 4PDT re- _ 
lay simalr to ¢ 
P&B KHU-series. 
115 VAC S amp | 
contacts; de- 
signed for PC board sock- 
et. #MEND-124P, $2.95 

Mini-plug-in, 26.5 VDC 675 
ohm coil; DPDT 2 A contacts DPST norm open; 
7/8x3/8x3/8; #8293 NEW $2. 230 VAC 25 amp 

TENT ae OR MEMLT ia, lee GE er contacts, 24 

a et 4 Booey Toe VDC 96 ohm coil. 

DPOT x3/ 8x 25x25x2, #A410, NEW, $3.95 

9A2; °5945-730-2162 $2.00 LLexesx2» ASLO, NEW, ¢ 

= 115 VAC 60 Hz DPDT 


RELAY with 20 amp 
pluaein base. die | gmm ADVANCE SEALED RELAY 


2PpT 48 VDC 3700 ohm coil; 
5/8x1-7/8. MHX124 used’ $1, 
4PDT 48 VDC 3700 ohm coil; 
1=5/8x2. MHE4069 used $1. 
4PDT 26 VDC 2 A; 1¢xl sold- 
er term. #26SC12 used $1. 
4PDT 5 A contacts, 26:5 V 
0 ohm. #MHIK-4135, $1.50 


coil NEW $2. 


POLAR RELAY, Type — fees 
255A, various man- 
ufacturers; black 

or grey case. 
2ix53x28, 3 lbs. 
#D163119A NEW $3.25' 


DELTROL #20765-83 DPDT 
vbc 6 A; plastic case, | 
mount. 1-1/8x$x1, NEW 


GUARDIAN RELAY, 


De, oe 


AR! 

- - ha 
GUARDIAN DPDT.115 Vac 3 
10 A; solder terminals, 


plastic Bert ei 
#A410-361342, » B26 ‘5 


A 

-22HS,DPDT 28 voc 
IL, 0.3 SEC. ADUU 

STABLE. SIZE 2x3kx2 

PRicE: NEw $3.95 


Sealed SENSITIVE 


REGAY,. 50) Ohm SOnU se ES bert ee cee eee ee ee-- OG #4 3 STUD MOUNTING, SOL - 
ma coil; DPDT con- | MAGNACRAFT SPDT, 1g VDC 10 ‘ occ t ph des DER TERMINALS. 
ty tacts. Solder 100 ohms. glee bspeierdriiehe sas stzE:l4x2xlh; 2 oz. 
j hooks; 1xlx2d. PT#420-68-021 | ;4PDT 


* #R400-28-50, $2.95 26.5 voc,RES. 325 onMs, 2 


AMP. CONT. 1.50 


SENSTIVE RELAY, tacts 3/SPST 


10 amp con- 


6 VDC, ONE POLE tacts: size foie i act: > S$TRUTHERS-DUNN y "open, 1/SPST 

MAKE AND BREAK: | 2271-5/6x1-5/%) Seminal ul ey CONTACTOR, 12 | $80, eset oe 
ie Paces i 600 oxms. 23x22 ae VDC coil, 24 x4x5 4 16, used, 
115 Vac DFDT oetal ak a #ZA/CAN! 304 ff ng ypc 50 A con- = ae 


$1.00 


SENSITIVE, SPDT 6-12 VDC. |#1077-PH 12 VDC 67 ohm w/ 
1500 ohms, contact adjust. | aux SPST contact. Used $2. 
egx2gx24; #FMS9~-1901, $1.00 #K103-CER CERAMIC 24 VDC W/ 
* * XR ee KK KOR RH KH HL Qux SPST contact. NEW $5. 
DOLLAR DAZE RELAY Him #K104/HRX-1 CERAMIC 24 VDC 
PC BOARD, S=SPDT [RsBem-Boal "no aux contact. NEW $4.50° 


12 VDC relays in ; 
1x5/8x§ plastic oases $1.50|#DP-11510 115 Vac 60 Hz, 
: no aux contact. $7 


PRICE: iss 


ROWAN CONTACT 
fo a oom Coit 110v 50/6 
GEFSSBW1001A2 SPDT ; Te FULL LOAD RUN 
9,.6-15.8 VDC relay; Pye ee current 10 a 
206 ohm coil; used Be) LOCKED ROTO 
in GE mobile trans: 
ceivers. F/solder : “aera ~~ 60 Noe 
or socket connections. 1xl | 9382934 3 poLe $4. 
x¥. New, $1.50. 24/$25.00 | 532935 4 pote 5.9 


4PDT 120 VAC, 3 amp 3 
CONTACTS; 28 VDC 3 
A RES. PLUG-IN SOLD- — 

ER. =xIxla, #KH4695, $1.5 
4PDT 24 VDC, 120 VAC S A 
24 VOC 3 A RES. CONTACTS. 
PLUG-IN SOLDER TYPE. 
gxixld, ¢KH-4703, $1.75 Ea. 


es 
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Total Price 
Add This Column 
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|shaft. 
= be aad a 


‘ting torq. @ 700 watts 
20 duty. 7S size: 2§" dia 
- 1-7/8" with $'x3/8" dia. 


m=) OPEN FRAME, SPDT 
5.5-7.5 VAC cot; 
| CONTACTS RATED 5 
> 115 VAC. 
3~ | 398, 


we ww we we oe oe ww we we eee ee 


LLIED CONTROL T255X~- © jeu” 
8, cott 115 VAC 2580 2%. 
- GOLD-PLATED ¥ 


_ |4PDT RELAYS, 110 VDC, heavy 
Jcontacts. 2x2xli. Removed. 
_4#D0X187T, 5000 


coil, $2.00 
#D0X137T, 24 VDC 230 N$1.50 


. VDC. PCB mtg. 
; #116-2601, 4 


DPDT 12 VDC 
6 A. relays. 


{Delay sequence 
JON/3.5s/5.0s/10 sec. Solid- 


state w/24 V1 amp transfor 


jmer, 250 mfd 50 VDC cap. 


) WAC 60 Hz input. 72x3$x3z, 


Ibs sh. #140-P197C 36.95 


9 \Be SIGMA DC RELAYS; 

2. OPEN-FRAME AMP 
CONTACTS, [4x23xt4 
REMOVED F/EQUIP.- 


BEE ts St 6 VDC, $|.00 


S 


IF1000S-SIL 12°VDC, $1.50 


GUARDIAN ROTO- 
| MITE STEPPER, 
12 VDC 12 posi 
tion 3 amps 
MM resitive. 3x 
4x13; #706-12P-12D NEW $4, 


‘LEDEX PUSH-PULL SOLENOID, 


'24 VDC short-stroke flat- 
face; size 5, 1-7/8" dia. 


(| Ibs. #124-035-001 NEW $5. 


RELAY ASSORTMENT 

Various 6-12-24- 

48 VDC ratings; 
sealed, open, plate, tele- 
phone types. 6/$2.00 


WRHEOSTAT CONTROL 


NIT FOR HEATED 

LOTHING; |CO waTT iii 
5.75 OHM RHEOSTAT faa 
MOUNTED IN CONTROL 

BOX WITH JNDICTOR 

KNOB ALSO ON/OFF SWITCH & 
DUAL LOCKING TYPE SOCKETS 
FOR INPUT AND CONTROLLED 


~JOUTPUT VOLTAGES. 


Sizer5x4x2; wt: 3 Les. 
TYPE-C-IC  uNuUSsED -$2.95 


E-T-A CIRCUIT RE- 
SET push switches, 
type 45-700-F. Fits 
into 3/8" hole; re- 
quires 2" depth. 
0/A 14x22xs; Used. 
250 VAC 5 amp, $2. 
RET SoA ses 50 


ROTARY SELECTOR 
24 VDC with ‘S 
two decks each, 
12-position 2 


[pole shorting 


and one deck Gilg 
12-pos 2-pole non-shorting,. 


_ | 2-1/8x2-1/8x4, 2 lbs sh. 
7 13 ed " 0 


12x{x1-3 ce 
$1.25 


STEPPING SWITCH 

8-deck 20-posi- 

tion 24 VDC «> = 

Clare Type 20 

6x6x2, 5 lbds.. 

#4320759 $10 

#7709181-P6, r 
9=deck 25=-pos 24 VDC $7.50 
#7709181-Pl, 9-deok 26-pos- 
ition 24 vpDC, $9.95 


#PW155511 type 44, 5-deok 
10 position 24 VDC, $6.95 


P&B KR=4175-1 DP- 

DI PLATE RELAY; ~ 

“sealed metal can, 
requires octal es 
socket. 2$xléx1-2/8% 
Unused, $2.00 


P & B SPDT pLUG-IN TYPE 
RELAY WITH 24 VDC cotL. _. 
120. VAC 10 A. contacts. 
#KUPI4D15, w/sockeT, $2.95 


AC CONTROL RELAY, 120 VAC 
coll; SPST N..oPpEN {0 A. 
AND SPST N. cusp. [0 A. 
CONTACTS. SEALED CAN, SOL- 
DER TERM. 3 STUD MTG. 24x 
laxt&.. #7321/6717, $2.50 


LOW CURRENT RELAY, 13 ¥. 
MIN. 2500.0,SPDT 10 Aa. con- 
TACT$ USABLE F/ALARM CIR- 
CculT W/LOW STANDBY euanENE 
i $3595 


RHEOSTAT VALUES: .. 
FIRST SET OF ¥ 
NUMBERS AFTER 
RHEO-PREFIX ts 
THE WATTAGE, 
“You INDICATE 
DESIRED OHMS 
IN SECOND SET... ; 
SCD= SCREWDRIVER AQUJUST. 
jpanso=-25si-(ohms), 2 
#4 2 5 
Ba aa 9 3 25 35 
BS 60 75>" 100 
175 200 250 300 
400 500 600sca@ 1K 
2500 3500 5K 10K 
#RHEO-50W=(ohms), $1.75 ea 
6 8.5 12 15 16 
L750 280 =.- 30 o5 45 
50 60 150 200 225 
375 220 500 2.5Esed 10k 


#RHEO-75W-(ohms), $2.25 ea 
25 75 


#RHEO-100W-(obms) $2.75 ea 
7.5 20 100 500 1500 3.5Ks 


#RHEO-150W-(ohms) $3.50 ea 
0.5 S(taper) 25 80 750 


TT 0.2 ohms, NEW, $10 


. MIRRA 25 WATT 
». "ANTIQUE" POTS w/ 
go .¥%- knob and pointer. 
=" Looks like those 
~ " - used in 1920's 
radios. Specify ohms: 6, 
250, or 400. Unused, $4.50 


1O0=+T HELITPOTS 
10-TURN HELIPOTS 
2"ix1e" dia; i* “ 
dia shafts. Used. \, 
10K OHMS S-term @& 
5%, SL shft $3 . 
30K OHMS 3-term 
3%, S"L shft $3 2 
SOK OHMS S-term ¥*% 
3%, 1/8° sht $3 
MODEL RB DUODIAL counter - 
dials for helipots, $4.00 


DAVEN SOK ATTEN 
UATORS, used: 
#cP800/50K, 12- 
step 5%, 250 
#T800/50K, 10- 
1% 


pe, 
ie 


‘ 


| 100 KHZ CRYSTAL 

OVEN, 115 V heat- 

er for 65° C oven 
thermally isolated 

and shielded with 

65° xtal thermome- 

ter; Knight octal 

based xtal. 5$“Hx 

2gx2e, 3 lbs; f/counter. 


#H-P-G69B-2, used, $17.50 


CRYSTALS 


PT=241 CRYSTALS f£/BC-604, 
684; channels 0-79. No 
choice 3/}1. Choice $1.50 


200 KHZ FT-241 XTAL, $3.50 


1000 Khz CRYSTAL, temp. co- 
eff. 0.0001% ($10 Hz/*C. 
Octal base; f£/BC221-TS323- 
LN21 freq. meters. Socket 
wiring may be changed. $12. 


JK-02 CRYSTAL OVEN 


FOPERATES FROM 6.3- 
124.2 v. ac/DC,OCTA 

BASE. 

foTOROLA #2918100) 
SFOR ONE CRYSTAL AS 
“USED IN R-394-257 
Li * ReEcelvers. $1.95 
MoTOROLA#2OIBIOO3 FoR Two 
CRYSTALS AS USED IN T-278- 
208 ETC. TRANSMITTERS$2.50 


CIRCUIT BREAKER 
iy y AIRCRAFT CIR- 


el | 


CULT BREAKERS, 
24 to 30 VDC. 
AN=-3160 is 
togzle style. 
. AN-3161 push- 
button trpe. “Reaoved. 
4NS160 20, 25, or 50 
amps, 91.95 each 
De EVs.) OL) 0 
amps, wl.00 each. 


alj-5161 


HEINEMAN MODSL 

AMI2ZHK, 22 x2ix2< | 

12. VDC 3 A $1.25 

50 VDC 3 A-$1.35 

50 VDC: 40A ¥1.50 a 
AM1516" 50 V 100A 4x3$x1 $4. 
AlMl2 115 Vac 60 Hz $1.50 ea 


65 VDC 45 A; delay 

Sl; trip 56.25 A, 

2ixixed. NEW 33. 
#UPG1-1RECZ, 65 

VDC. 1.25 amps; 

delay 51, trip 

1.57 amps. Aux switch 10 
amp 250 VAC. 2x§x2¢, $3.00 


HEIN EMAN CDE 
type CIRCUIT 
BREAKERS, 
ganged two. 
pole; 42x2x4 
2 lbs. NEW 
#CD2-Z10-1, Rt 0.035 A DC 
Cur P. Lt 68 A 270 VAC 60 
Hz Cur 3. 34.00.’ 
fCD2-274=2, 10 A132 Vac 
60, Hz TeDs2 525A 10. VDC 
T.D. 3s $4.25 
#FCDZ-AS=DU, two 18 amp 240 
VACUT SDs. $4.50 


P&B #375-207-101, 7 amp 250 
VAC or 32 VDC max. Recessed 
button. $xl3x13. NEW, $1.25 


HEINEMAN CIRCUIT BREAKERS: 
#AM2511M6, 230 V 3.7. amps 
 S8x3ex1, used $2.25 ea 
#JAZ-AB~-A, 240 VAC; hold 
17 A, trip 21.25 A. $2. 


MAGAZINES 


We carry current issues of 
£Q $2.00 $2.50 
Ham Radio $2. 73 $2.50 


$3.00 each 


-| BC-375 


FoR CR-26 CRYSTALS, 


BOOKS & TECH MANUALS 


$5.00 each 
ROK RK KK KOK KK KR KL 
AM-598 FE-1175 
PP-867-868 FU-1456 
RD-60 
AN/GSC-1 
I-208 
AN/PDR-27 
$7.50 each 
BC-312-342 
BC-605-604 
SkK-28 repro 
BC-852-653 
BC-659 
BC-620 
BC=1000 
BC~-1335 
AN/FPRC-6 
PRO-9A4-10A 
AN/GRR-5 
R=108-109 
“110 
R-257 
R-394 
T-278-416 
PP-109-118 AN/ARN-12 
b-26 AN/ORT-3 
FGC-20 & 21 contains TT-98, 
-99,-100 and PP-978, $10. 


SCHEMATICS 


REPRODUCTIONS of schematics 
el.50 and up, WRITE, 


T2ST EQUIPMENT MANUALS 
AN/TRM-1 repro $10.00 
AN/URM-25D repro 10.00 
AN/URM-25F repro 10.00 
AX/URM-26B repro 12.00 
S$G-12/URM-48 repro 12.00 
TS-408/Uid'=61 rerro . 12.00 
TS-621/URM-52 repro 10.00° 
rr-5/Ui-80 7.50 
TS-510/USM-44 repro 10.00 
AN/USIM-50. repro 10.00 
aN/USN-105 repro 17.00 
AN/USM-116 repro 10.00 
AN/USM-117 repro 15.00 
AN/USM-140 repro 17.00 
FR-149/USM-159 repro 10.00 
BC-221 f/most models 7.50 

Reproductions $8.50 each: 
Mz-6D ME-26 QS-8 
Sa-92 T$5-148 Ts-¢52 
T5+375 TS-382 Ts-433B 
TS-4978. $-505 T1S-1060 
Tv-7/U IP-17¢8 PRM-10 
TV-2 or TV-10A, $10 each. 


THX G $6.00 TH H $6.00 
W 6,00 1Al 8,50 
L&2 7.50 DAA S750 
145 7.50 130 6.00 
131 6.00 132 6.00 
453 8.50 556 8.50 
CA partial repro, 8.50 
HICKOK 1805, part-repro $15 
* OK KR KOK OK OK OK OK OK OK 
TOOLS & TECHNIQUES, $4.95 
AUDIO FREQ TESTERS, 4.95 
RaDIO FREQ TESTERS, 4.95 
Ic TEST EQUIPMENT. 4.95 
TI SaICOKDUCTOR MAIORY 
BOOK (1975), 272 pp, 31.00 


35.00 each 
RT-66-67-68 


R-520 (mil- 

zenith 
Transoceani 

BC-191 f 


RU-19 
Bee221AH onl: 
PP-281-282 - 

484 repro 
Fr-804 


1982 RADIO AMATEURS HANDBOOK $12, 
Gag ae oe O1OR @cms SOLID STATE BASICS f/amateurs 
SOLID STATE DESIGN f/amateurs $7. 


ANTENNA BOOK, theory and instruction on antennas, 
ANTENNA ANTHOLOGY, articles from QST of antennas, $ 
LICENSE MANUAL, a study guide for the novice, 


Tiwdis: All manuals include 
mdéintenance info & schema- 
tic unless noted otherwise. 
O.I. Operating info ‘only 
N.S. No schematic ; 
repro -Partial reproduc- 
tion w/operating, main- 
tenance info & schematic. 
* KK KK KKK KK KK K 
aN/ARC-5 BENCH TEST and 
ALIGNMENT, covers neces- 
sary info to align R-23A, 
R-148,. R-25-26-27 recei- 
vers; T-18 thru T-22 xite- 
ters; and MD-7 modulator. 
yi/schematics; repro. 37.50 
ROK OR ROK Ke 
AN/ARC=27-55 $15.00 
AN/ARC-38 repro 17.00 
AN/ARC-38A° repro ~ 20.00 
RT427/ARC-39 repro. 10.00 
AN/ARC=-44 8.50 
ARC-60. (R19-CV431) 8.50 
ARC TYPE 12 including 
R-10-11-15-19, T-11-13, 
and related equip. 8.50 
AN/ARN-30. repro 10.00 
R-648/ARR-41 repro 15.00 
AN/ART-13 transmitter 
only, repro 12.00 
AN/APR-4 repro 10.00 
AN/GRC-9 8,50 
AN/GRC=10 8.50 
Alt/ 320-19 10.00 
AN/ARR-52 repro 17.00 
R-395/PRD-1 repro 15.00 
_al\/URC=1 (f-14, R-19, 
und ai-8 pwr amp) B65 
AN/TRO-E (TEO0/2~48). 8.50 
AN/VRO-19 (RS94/T278)8.50 
R-391/URR repro 17.00 
BC=49-229 7.50 
BC-548-J-N-Q repro 10.00 
BC-548-K-L-R repro 10.00 
BC-624/625 repro 12.00 
BC-639 repro ~ 8.50 
BC-669 repro 6.50 
BC-779/1004 10.00 
CV-157 repro 15.00 
CV-591 (MSR-4) repro 8.5 
R-140 (URO-£) repro 10.00 
R-220/URR-29 repro 17,00 
R-274 repro 12.00 
R-388 (5136) repro 10.00 
R-390 repro 15.00 
R-590A maintenance 124.00 
R-392 repro 15.00 
SP-600-JX repro 10.00 
T-195 8,50 
TCS-12 repro 12.00 
U.S. ARMOR COMMUNICATIONS 
ELECTRONICS DATA (book) ,* 
July 1973; descriptions of 
mil-radio equipment, 33,00 
ew kK wk oe OR OK OK OK Kk ok 


A USERS CUIDE TO ARC CORP 
RECEIVERS ~-by M. Tauson; 
ARC-5, ARC-type 12, eto $4, 
THE CHALLENGE of 160 by Si 
Dunn; for the amateur who 
works 160 meters, $4.95 
LOW & MEDIUM FREQUENCY 
SCRAPBOOK by W21MB, $6.95 


NEW RTTY HANDBOOK, $3.95 
Se 
$8, 


4 
4,00 - 


UNDERSTANDING AMATEUR RADIO, an introduction, 5.00 


OPERATING GUIDE. $5.00 
Fil & REPEATERS f/ 957, $5 


HINTS & KINKS, $4.00 


SINGLE SIDEBAND f/35T, #4. 
RADIO FREQUENCY INTSRFsksNCL, $3. 
TUNE IN THE WORLD OF Ha RADIO, wkbook & casstte 


L/C/F CALCULATOR $3 
$8.50 


BASIC BOOK OF HAM RADIO,$4.95 WEEKEND PROJECTS, $35.00 
ELECTRONICS DATA BOOK, circuit collection f/redio, #4. 


VINTAGE RADIO 1887-1929 


» pic- 


Vee ee Uch-mue ae S0mmen toral story of radio's early 
years; 10004 pictures and 

commentary, 265 pp. Softbound, $9.95; 

A FLICK OF THE SWITCH 1950-1950, sequel w/TV, 39.95 


1921-1952 RaDIO COLLECTOR'S 


GUIDS, listing of over 


9000 radios, 1100 mfgs; 265 pp. Softbound, $9.95 


MOST-OFTAN-NZEDED 1926-1958 


RADIO DIAGRAMS, reprint 


of Beitman's book of 600 old radio schematics, 39.95 
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@26-399.9 MHZ RECEIVER 


R-278 RECEIVER, 225 to 
399.9 Mhz AM; crystal 
frequency control for 
1750 channels in 100 
Khz steps; ten preset 
channels. Audio freq 
response: 200 Hz-20 
Khz (wide), 200-5 Khz 
(narrow), Has AVC, 
aquelch, ny ihe tubes; unitized chassis, 
rackmount. $x193$x20, 115 lbs sh wt. 

Used, less aioe channel, reparable, $125. 
MaNUsI, partial repro, #15. Schematic, #2.50 


lla 


‘fives 


n 
afl Ld 


eee? 


z. Controls for BFO, Seek goty 
br road- sharp voice or CW, and dial lock. With 
ides 2/5726, 7/5749 , 2/5750, 2/5814, 5654, 
and OA2. Requires 24 VDC 4 amps 
mamotor. 72x16x13%, 35 lbs sh, 
ble, $145. 00; Checked, $205.00 
sial repro, 415, Schematic, $2.50 
ut connector, $3.00 w/set purchase. 


pee | ee ES 
. 1 
3 


Us ‘Bes 


¥ ri SSB RECEIVER wiTH FULL CAR 
=) RIER SUPPRESSION FROM 2 TO 
Na ewe MHZ IN rece BANDS: (2-4) 
oo (4-8), (8-16), ano ee 
| MHZ. RECEIVES. LSB, USB 
itl CW, ano MCW SIGNALS; LSB 
© AND USB RECEPTION POSSIBLE 
3 ae , SIMULTANEOUSLY OR SEPARATE 
o - LY. INCREMENTAL OR CONTIN] 


UOUS DIGITAL TUNING IN 

A 0.5 KHZ STEPS. INTERMEDIATE 
Frequencies (IF): 1625-1725 Kuz, 220 Kuz, 

no 80 KHZ. BUILT-IN | MHZ CRYST,AL CALI- 


st seilees ae 


BraTor. AF LINE ouTPUT: 60 MW tNTo 600. OHMS 
{MIn.); PHONE OUTPUT: 15 MW into 600 oHMs 
(MAX }; RECOMMENDED ANTENNA TERMINAL 1M— 

P 


EDANCE: 5O oHMS. USES 7- AND 9-PIN 6.3 v. 
le tubes.’ Requires 105-125 Vac 50/60 Hz; 

» 2000 lbs sh. Connectors to make 

=ct cables and pertial repro of tan- 
Used-not checked, $250.00 


j 


ee es 
# 


oR) hee AMI FoF RI IeBM) Gs a et 


: 1F-300 KHz. RE- 
QUIRES 1800 KHz SIGNAL INPUT AND 500 nee 
INPUT FOR MIXER AND TRIPLER STAGES. 

TUNE ADJUSTMENT. WitTH TuBes 4 an 3 5896, 

3/5899, 3/6021, 5840, Bast ano 57|9. ScHEM- 

ATEC INCLOD, 13$x2x3e> 5 Les. SH. $10.00 


TRANSISTORIZED GUARD RECHIVER f/ 
Viet: "mains modified RT-178/ARC-27; re- 

HE Aa air) places tube type. Design- 
mA wey Fed for single guard chan: 
oeaer, nel in 258-248 Mhz range. 
ree, ist IF 25.) Mhz; 2nd IF 

~ s™ 3.45 Mhz. Has detector, 
noise limiter, and AVC sections; 4/2N1745 
tr: 
audio sections are gold-washed. 8x4gx4, 6 1b 
sh wt. #5821- i lie used, $12.95 


RF aMP & DRIVER for 156™% = -& & 
Mhz; has four remove- ik rb 
able silver-plated . citi fi 
cavities each 3.4" lg pal 
X 0.6" dia mounted on 


11,.5x1.6x1.1"> silver- -~plated chassis. Also. 
contains 2/2. 5-8 pf differential capacitor, 
2.5-8 pf capacitor, and tubes 6360, 3/6AK5, 
an a 6AS6. Requires 27 VDC, 200 VDC, and 350 
vbe. First stage is mixer 149.67 + 6 Mhz; 
schematic included. 5 lbs. #V17-MRC used $13, 


#V12-MRC, same as above except has AGO ‘and 
166 Mhz frequency; w/schematic. Used $12.95 
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— per TRIPLE CONVERS 1!ON 


sistors and 25.1 Mhz filter. IF, RF, and ‘ 


R-388/URR RECE!VER 


R-388/URR RECEIVER, 0.5 
sto 30.5 Mhz AM-CW in 
;thirty bands, 1 Mhz per 
band. Wide 6" linear 
scale permits precise 
tuning in megacycles or 
Oe. eh Sed. wee five 
; ste ystab- “selectivi- 
ty; calibrated age. Caice B, and” calibration 
points every 100 Khz. 500 Khz IF; ¥ vbandw “ath 
0.2 to 6 Khz. Audio output: @ watts into 
4 or 600 ohms. 50,ohmhitenna dnpu t=tmp ed - 
“215; ) VAC 50-60 Hz. 102x19. 


RT-311/aRC-38 AM 
TRANSCHIVER, 2.0 to 

25 Mhz from, 20 preset 
channels. Frequency ° 
interval: 500 Hz (2.0- 
7,25 Mhz) and 1000 Hz 
(7.25-25.0 Mhz). Has. 
autotune from channel to channel. Minimum — 
peale output 100 watts (2-14.25 Mhz), 90 watt: 
. (14.25-25 Mhz). Antenna tune power: 50 watts 
40 db carrier a anh Se Receives AM OM 
CW; sensitivity 5 uv for 6 db signal (phone! 
Selectivity: 7.5 Khaz min #6 db, 20 Khz m 
@ 60 db or 1.8-Khz min @ 6 db, 5 Khz max 
60 db when in CW sharp position. Unit has 
VFO and 25 tubes including three 6159's in 
power amp. Requires 28 VDC, 600 VDC, 250° 
-50 VDC, -65 VDC and 6.3 Vac. Also jis vac 
400 Hz for selsyn on PA inductor. 153x6x23 
65 lbs sh. Used, nob checked, $85.00 
MANUAL, partial repro, $15. w/set purchase 


COLLINS 6185-1 TRANSCEIVER, similar to RT- 
311/A4RC-38 but without VFO. Crystal-contr 
led AM receiver, $54.50. Schematic, 43.00 


618S-1/MC TRANSCZIVER, modified for SSB. 
RCA, xtal-controlled, $99.95. ach anos 


-R-390A/URR RECEIVER, 0.5-32 Mhz AM-cW in 32 
bands using mechanical digital tuning; mesh- 
anieal filters. WRITE for availability/price. 
R-391/URR RECEIVER, similar to R-390A" except 
has autotune but no mechanical filters. 

Used, reparable less meters, $225.00 


COLLINS I80L-3 


COLLINS 1LS0L-3 AUTOMATIC 
ANTENNA COUPLER, usable 
with transceivers in the 
2-25 Mhz range, 50-180 
watts. Automatically 
resonates an antenna to 

a transceiver's frequency 
and couples the RF signal 
between the transceiver, — 
and antenna. Also trans- 
and antenna. Also transfers antenna to re- 
ceiver or receiver section after the trans- 
mitter is unkeyed. Coupler has 7-970 pf 3 KV 
vacuum variable capacitor and variable rib- 
bon 32 uHY inductor; also smaller roller in- 
ductor and SWR meter circuit. Requires 28 V- 
DC 3 amps, 250 or 400 VDC 35 ma, and 115 VAC 
400 Hz 20 VA. 10$x7$x113, 24 lbs sh wt. 

Used, $109.50; Manual, partial repro, $10. 


RT-594/ARC-38A SINGLE SIDEBAND TRANSCEIVER, ie 
similar to RT-311/ARC-48 except has SSB 
- Capabilities. Used, not checked, $145.00 
RT-311/AR0-38 or RT-594/ARC-384 replacement 
modules removed from sets. Write your. nee 


C-1598/ARC-38 CONTROL BOX 
2 for control and frequency 
selection of ARC-38. Twenty 
8 preset channels or manual 
in 500 Hz steps. With cod 
book. Most functions oper 
ble with ARC-38A SSB set 
except for function swite 
ts which would have to be di 
; abled iar rovision for 
side Mand, cas epeton added. 74¢x5$x6, 14 lbs. 
Caled $14. 95; Schematic, $2. if bought W/ Boxe 
Ok ROR ROK KOR KO RR RW 
fea) eset CONTROL BOX, same as ee 
except has SSB function switeh for use with 
RT-594/ARC-38; used, $19.95. Schematic, 32. 


LS-128A/F INTERCOM STA- 
TION, consists of a 
three tube audio amp in 
metal cabinet w/speaker, 
Idle-Listen-Talk switch, 
and switching for upto 
24 remote stations. In- 
put-output impedance 50 or 500 
ohms; speaker 45 ohms. Audio output: 2b watt. 
Includes terminal block on 5' cable and 6V6, 
6X5, and 6SJ7 tubes. 133x74x7, 23 lbs sh. 
Used, $18.95; unused $27. 95. Manual $5/set. 


AIRCRAFT TRANSC 


RT-524M AIRBORNE TRANSCEIVER 
mfg. by Aircraft Radio; 
covers 136.00 to 
149.95 Mhz AM in 50 
.Khz ee aie 


AIRCRAFT S1GHT ' eat | 


OPTICAL GUN SIGHT p/o APG-59; 
bas 3-3/8" dia convex lens, 
4 dia polarizing filter, and 
two coated view glasses--one 
42* dia, the other 4" dia. 
Polarizer adjusts on scale 
marked VEL 25-50-100-200; 
0-280 vernier scale for ad= 
mag eae plexiglass viewing screen. Also in- 
cludes 3 push buttons, and 
transformer marked "47 wy." Plexiglass screen 
chipped at edges; no further info. Looks like 
item for the collector or experimenter. 8x7% 
x7, 15 lbs sh wt. #OPS-1900, used, $22.95 


able. Size: 64x 
no. cover, , $40 


_ BC-1206C 200-400 KHz RICEIVER 
# with volume control and head- 
phone jaok; 135 Khz IF. Rew 
quires 24 VDC; uses tubes 2/ 
14H7, 14A7, 14R7, 28D7. Unit 
are unused-ae-is, may have 
age deterioration. 4$x4ix68, 
8 lbs. Less tubes but 1447 $9 


[INFRARED BEACON BC-AS-229 RECEIVER, 201 to 
_ 398 Khz and 2500 to 7850 Khz. 

US/X9B NAN IN- using plug-in coil sets. 
FRARED BEACON, Uses tubes 37, 38, & 4/39's. 
originally Requires 2350 voc 60 ma and 
used on land- 12 V. 8x7x16, 15 lbs sh wt. 
ing craft or Used, less tubes & coils $9. 
on shore for. With cubes /no coils, $16.95 © 
clandestine PLUG $2. TUNING KNOB, $2. 
signaling. MANUAL, partial repro, $8.50 
System con- 


sists of gray 
painted brass 
lamp assembly with 100 watt 12 VDC bulb and 
45" dia. K 4" high infrared glass dome, con- 
trol box with manual signaling key (provision 
for automatic key), two section brass and 
wood 65" mast, 25' power cable, — 


5/ GRC ie 
: USE ; 


Infrared-sensitive optics required 
for detection of this beacon. Instruction 

book included. Stored by gov't. since 1945, 
Re-boxed in two 27 lbs cartons. Unused $18.95 


REMOTE STATION 


CANADIAN CHANNEL CONTROL 
BOX, originally used aa a 
four channel remote unit 
. for a tranamitter; looks 
like it might be adaptable 
as part of an intercom sys- 
tem. Has push-to-talk hand- 
- get, 36° 600 o.. “M aspeak- 
' er, audio transformers 600 
ohm to 8 ohm and 50 ohm to 
ee ~~ ~~ 600 ohm CT, volume control, 
annel selector (2-deck, 6-pole 4-position 
h), phone and key jacks, two pilot lights, 
| other parts. Heavy aluminum cast case. 
x13£x62, 34 lbs. #CAN-4C-RC unused $22.95 


OL, part of AN/GRC-264 radio 
et; designed for switching 
om send to receive and selec- 
mg one way or full-duplex 
O-teletype and telephone 
communications. Lights for Re- 
ceive-Local Teletype-Trans, 
switches for telephone and 
teletype Local-Radio and One = 
Way-Duplex, hybrid adjust to minimize ‘i 
Pansmitter modulation in received signal. 
eee ee tatet spring-type binding 
posts for connecting telephone and teletype | 


nes. Hybrid transformer rating 2/600 ohm 
or to 1200 ohms CT, 4/4PDT 10 amp toggle 

itches, three phone jacks. Requires 110VDC. 
12x63x4, 9 lbs. Unused w/power cord, $8.95 


” — = = es se @ ese = @= es @ 


=) C-1307/GRA-14 REMOTE CONTROL 
- BOX, has eight silver-plated 
spring-type binding posts, six 
phone jacks for one way or du- 
Plex recive and send duplex, 
"trans" light, on-off switch, 
and 68” tia cord rated 15 amp 
(125 V. 98x53x4, 5 lbs. $4.95 


0 EXCITER 


VFO-MASTER OSCILLATOR From 
‘THE T-195 TRANSMITTER; Poa et 
“GENERATES FREQUENCY oF 1,5 * 
“To 3.MHz. Has 5749 oscitta- = 
TOR TUBE AND 5749 BuFFER- ‘ 
“AMP With $x3/16" D1 A. dee 
“SHAFT. 22x32x7, wt: 5 LBs. ee 
FO/T-195, REMoveo F/EQqUIPMENT, \ @ 


EXCITER STAGE From T-195, 
USED To AMPLIFY VFO ouTPUT 
AND SUPPLY. DESIRED TRANS- 
I1TTING FREQUENCY TO POWER 
AMP. SLUG TUNED IN RANGES 
(1503), (3-6), (6-12), ano 
(12-20) Huz. WITH TUBES 
ehh 2/6AK6, AND 5763. Size: 
x 


We 
Vi 


MOD 


£/.. 


X 


43x3sx8, 12 Las. EXC/T-195, 


MODULATOR F/T-195, DESIGNED. 
Be TO PROVIDE PROPER AUDIO POWER 
PTO MODULATE POWER AMP AND SUP-~ 
7 PLY SIDETONE. 300 Hz and 3500 
Hz Banopass, W/TuBes 5726, 
gay 2/\2AT7, 5814. Less 4X150 
TUBES ANO SOCKETS. Baxbx44, 6 tps. $10.95 


TRANSISTORIZED RADI OSONDE 
WITH CLOCKWORK TIMING MECH- 
“ANISM (NO KEY); USED IN 
METEOROLOGICAL OBSERVATION 
OR SIMILAR APPLICATIONS RE~ 
QUIRING AN EXTREMELY LIGHT- 
WEIGHT TRANSMITTER. UTIL- 
1ZES A 2-TRANSISTOR MODULA- 
“TOR AND- A 2-TRANSISTOR TRANSMITTER CIRCUIT. 
TRANSMITTER HAS A 7533 INTEGRAL CAVITY TUBE 
WHICH FUNCTIONS AS THE TUNED CIRCUIT FOR THE 
“output: | 660-1700 MHz, 575 mw (No FURTHER 
DATA). WITH HUMIDITY ELEMENT. TRANSMITTER 
SIZE; 23" ota.-x 6s OveraLt size: 74+x4x5d. 
Suec. wt: 4 ces. FRIEZ $3002, unuseo, $9.95 


AN/AMT-4A RADIOSONDE, consist of T-5044 xmit- 
ter and MD-147C modulator; unit is similar 

to Friez 3002 except uses tubes 5794 and 5875 
and operates at 1680 Mhz. Requires 1.5, 6, & 
15 VDC. 2 lbs sh wt. #T-304& transmitter on- 
ly, $4.95; 2/38. MD-147C modulator only less 
humidity and pressure elements, $5,005, 2/956 
‘T-69¥/AMT-2 RADIOSONDE XMITTER only, 590-410 
Mhz; 570 5910 tubes--$2. BB208 batte $20 


RECEIVER 


» NAVY TCS RECEIVER covers 
me \.5 TO 12 MHZ AM IN THREE 
M BANDS} CONTINUOUS TUNING OR 
Me FOUR CRYSTAL-CONTROLLED 
; ® CHANNELS, AUDIO OUTPUT: 

a m@ |.5 MY into 500 OHM LOAD. 
oe" WitH TuBes 2/12A6, 12SA7, 

. 3/12SK7, ano 12507. Power 
irReD: 220 VDC 100 ma ano {2 VDC SIZE: 
112x138; SHec. wr: 42 LBs... Net: 37 Les. 
Es USED, REPARABLE, $19.95 cHEckED, $50.00 


om 


BALLISTICS CONTROL 


SPERRY C-1 BALLISTICS CONTROL, 
appears to have been part of 
aircraft bombardier's equip- 
; ment. Has controls and dials 
for "Time of Fall," "Trail," 
"Altitude," "N-S Offset,” and 
"E-W Offset." Also contains 
mM selsyns six AY-252, two AY-201, 
; a and two Sperry R5663478. Looks 
Rey ~ like a nice aviation collectors 
item. 12x8jx7z, 22 lbs sh. Used, $22.00 


BENDIX TA-]2B TRANSMITTER, 
40 waTTs output CW, MCW 
AND PHONE FRom 300 To 600 
Kuz and 3000 to 7000 Kuz. 
EACH OF THE FOUR CHANNELS 
H&S ITS OWN OSCILLATOR, 
OSC. TUNING, AND LOADING. 
0-5 RF AMMETER MONITORS 
ANTENNA CURRENT. WITH 

tupes 4/12SK7 ano 3/807. ORIGINALLY USED 
witH MP-28B 24 VDC_ 15 AMP DYNAMOTOR=MODUL A= 
TOR (NOT AVAILABLE). POWER REQUIRED: 24 VDC 
-3 amps, 260 ano 400 VDC EXTERNALLY MODULATED, | 
SIZE: 1o3x15x1 1; wt; 40 tes. USED, $39.50 


| SPEED T 


VasCaR II 
ay §~DISTANCE/ 
}) 8) ff. TIME COoM- 


VASCAR | 


Bia! * ICATOR, orig- 
: inally used by police agencies 
for clocking speed of vehicles while the po- 
live car was either in motion*or stopped. 
Unknown vehicle is deteritiined by, referencing 
it to the knownwsp€ed of the police car over 
a predeterminted,.distanoe. Clocking possible 


transducer plug, and manuals. Speedometer 
transducer is not available. 2$x134x72, 18 
lbs sh. Used, Operational-not calibrated $60. 


ANTENNA TUNING ASSEMBLY with 
two. 20-400 pf 0.02" air gap 
variable capacitors. Each . 
rotates 180 in 10 sec using @i 
24 V 60 Hz and 4 mf 330 VAC 
capacitor (not included); 
can be adapted to different- 
ial use. 360 rotation actuates fixed capaci- 
tance in parallel over next 270 in 135 steps. 
400 Hz servo motor runs on 24 V 60. Hz; in- 
termittent*115 V 60 Hz required to engage 
fixed capacitance steps. W/schematic; 41x65 
x5¢, 5 lbs sh. #2-C1005/T-195, used, $8.95 - 


GRAB BOX ASSORTMENT oF useD 
AND UNUSED MANUFACTURERS AND 
GOVERNMENT SURPLUS ELECTRON- 
1C PARTS SUCH AS ASSEMBLIES, 
MOTORS, COILS, TRANSFORMERS, 
CHOKES, CIRCUIT BOARDS, CAP- 
ACITORS, RESISTORS, AND 


OTHER USABLE ITEMS. PACKED 
IN 50 LBS. cARTONS. $7.50 EA. 
OR TWO CARTONS FOR $13.00.. 


SHIPPED via UPS WITH FREIGHT CHARGES VARYING 
FROM $5 To $16 PER CARTON, ALLOW FOR FREIGHT. 


GRAB BOX tS GOOD FILLER TO TAKE ADVANTAGE OF 
MOTOR FREIGHT |50 LBS. MININUM WEIGHT RATES. 


MANUAL for above, partial repro, $8.50 


SELSYN MODULE 
io 
29 SELSYN RANGE MODULE, 
eee? sealed unit contains 
! two Oster 4123-10 
“a7 synchro transmitters 
Jip rated 26 V 1g rotor, 
ee 11.8 V 39 400 Hz 

—— gtator (suitable for 


Seg os wind direction pro- 
jects); 400 Hz tachometer generator (26 V 


motor, 18 V generator with output 0.35 V/1000 


RPM); and 29 400 Hz resolver (26 V rotor, 
11.8 V stator). Also has precision counter- 
gear assembly and damaged precision potentio- 


meter. 4$x2x42, 3 lbs. #9805-61, used, $12.95 


OSTER 4125-10 SYNCHRO XMITTER only, $4.95 ea 


and records @ 3£ or 7% ips; 
accepts upto 7" dia reels. 
Has standard features fast 
forward/rewind plus edit 
lever, footage counter, and 
20-0-20 record level indica- 
eee tor. Also mic, bridge, and 
external speaker jacks, and built-in speaker. 
Monaural use only; 100-10000 ‘Hz response @ 

7% ips. Mic input impedance: 500K ohms. With 
tubes 12AU7, 12AX7, 6X4, 6BQ5, 6HU6, & 7025, 
Requires 115 VAC 60 Hz. 13%x12¢x7; 32 lbs sh. 
Units checked for basic playback/record; may 
need further adjustments. Mic and reels not 


included. #WZBCOR-173B, used, $34.95 


ZEISS 300 MM LENS: 
CARL ZEISS S-TESSAR multi-ele- 
ment color-corrected COPY LENS; 
300 mm focal length and fixed 
aperture of F5.6. Front lens un-§ 
screws and is usable as separate§ 
127 mm lens; 62 mm dia. Outer 
métal ring 3-5/8" dia; rear barrel 
3" dia x 1-5/8"L. 0/a 3-1/8" long. 
3 1bs sh. #S00MM-ZSL, NEW, $16.95 


180 MM LENSE with aperturs adjust 
B able in stops f4.5, f£5.6, f6.3, 
fy £8, £16; might make nice enlarger 
lense for 4x5 format. 2-5/8x2=" 
dia; 2 lbs. #AST-L180 used $10.95 


ti AS hoe WEE PAH.H. SCOTT 
SOUND LEVEL: iid TYPE 412 
24-150 db sound pressure range; ASA net- 
works A-B-C and FLAT posi- Pe ee ee 
tion with -3 db 5 Hz-3o Khe died Bm 2 
response, Attenuator 30-140 fee ‘ 
in 10 db steps; w/acoustio js oe “ 
calibrator, Includes P2ZT FS : : 
ceramic mig, leather case, — re 
book. 1.5, 45 VDC req. 7¢x4¢ Ce" 
x12, 11 lbs sh. Unused, $125.00 


aie 


ss 


AN/ULT-T2 (15X12) X-BAND 
INTERFERENCE TRAINER, a 
low power transmitter-in 
the 8500-9600 Mhz range 
designed to train radar 
operators in anti-jamming 
techniques. Unit can be 
Manually tuned and modu- 
lated by a sine or square wave, pulse, noise, 
or modulation fram an external source. Has 
controls for CW, 5-16 Mhz/sec sweep, 250-500 
-1100 Mhz sweep sector, percent modulation, 


“and pulse width 1-5 usec. Frequency modula- 


‘tion 15 Hz-15 Khz variable and fixed 50 or 
100 Khz. Audio output impedance 600 ohms. 
Designed to be used within 50 feet of radar. 
Uses 2K45 klystron. Requires 115 VAC 50-400 
Hz; with antenna horn and transit case, 
134x192x192, 110 lbs sh wt. Used, $90<60 $80, 


, AN/ULT-T4 (15X18) INTERFER- 
m ENCE TRAINER, similar to 
m ULT-T2 except covers L-Band 
(1220-1350 Mhz) and uses 
2036 klystron. With antenna 
} horn and transit case. 
17§x234x18?, 100 lbs sh. 
Used, $rossd0 $85. 


T2 or ULT-T4 


a =< : 
MANUALS for ULT- 


Cente Sores 


OPERATES FROM 
x» C4 VOLT D.C. 
my SIZE: A} x44 aXDe 


w/bullseye light, 
2 waters proof conn 
switch, SPST 


binding posts. 


RF CHASSIS f/ 
Bendix RA-18C 
_ 108-136 Mhz 
na a receiver; 7- 
: mgang capacitoz 
tunes ant-coil] 


lst osc-amp, & 
Feline input. 


°5@12.6-108-250 


. #RF100-RAi8 NEW $10. 


fey CONTROL £/ART-13 
‘ transceiver; has 
Se two 1s” dia cera- 
§ mic rotary switch 
(one ledeck 12- 
Rept er other 


Sy “2 ib. $4.00 


10 A. NORM. 


EN CRASH OCCURS 


LS-230 INTERCOMM 
UNICATION STAT- 
1ON CONTROL BX 
CONTAINS 3 ROT 
ARY 3 POSITION 
LEVER CONT. SW 


OT CENTER OFF, 


iDE SPST MOM. & CENTE 
IND. PHONE & 

& | MIN. TRANSFOR 
OHM. SIZE: Es (ROKER 


LINE ASSEMBLY with 
ee ESC 71-26-1 continu- 
ously variable DLL's, 
th Eee usec delay, 750 
and screwdriver 


connections. 10ix2:x2q, 
. #5915-650-3805$12.95 


BPRIS™ 


1 M4Al tank peri-= 


Dee arouns: corners or at 


me Used ” ge. 75 aye 


RIGHT ANGLE 
JORIVE vernier 


dia. dial, *w/ 
lock & coup- 

eft a ling f/4* shf 
S-hole mtg. #TU- 1ORA, $2. 


Filters 


-A REAL BONANZA 
HaS MANY ITEMS 
YOU CaN USE: 1% 
"tune to max® 
$00. ua meter; 
4—band bandswitcigiies 
& dial assy; 5- @ 
position rotary 
sw with l-pos mo 
momentary; spin 
erank for tuning with 10- 
turn pot; volume control 
w/3-zangs; five 327 lamps; 
Loop switch {L or R momen- 
tary); SPST.toggle sw; oth- 
er parts. Originally tuned 
R101/ARN-6 (p 4). May have 
broken wafer switch; 6 lbs. 
#C423/ARN-6 used $4; 2/37. 


BC-450 RECHIVER CONTROL f/ 
tuning upto 3 receivers. 
W/dials 190-550 Khz, 3-6 
Mhz, & 6-9.1 Mhz; CW-off 
-MCW switches, volume con- 
trols, and phone jacks. 
9}x53x3, 3 lbs. Unused $8, 


RF TUNER § _% 4 
from R-19/ ~ Sai 2 4 
ARC 118-148 —£ “e. se 
Mhz recei- Sets “ear 
ver. Consists ig 
of 4-gang capaci=< oes 
tor with geared id 
drive for MC-215 spline, 
BNC RF connection, and 
tubes 3/9003 and 1/9002. 
Silver-plated chassis. 44x 
Sx3, 3 lbs. Unused. 

ARC #15176 p12.95 


Aud USO 
PROFILE 
‘THMPLA'L'E 
From the 4 
good old’? 
days. 

A quality ; 
profile gauge with cast 

frame " brass strips 

that allow very fine reso- 
lution of profile from..007 


thick by .07 inch wide. 


eek eR KKK 


"®) RM-52 Renote 


«MAKE «@ —* Control used | Used in woodworking ,metal 60, 90 
«MACY'S ieee 7 Or radio or wherever exact contour 
«PHONE « RA Xo and intercom | shapes are needed. Shpg 31b 
«PATCH « jset. Has Order--Adjusto Template$10 


KKK KKK tag transformer, 
mic & phone jacks. Source 
for Phone Patch project. 

74x33x5, 5 lbs. Used, $4. 


MAR CONTROL BOX, 
contains 3-SPST 
switches, two . 
phone & mic jacks 
(all waterproof) (3s 
and one dual pot w/dia 
knob. 5¢x53x3, 3 lbs sh. 

#CMX-23429, unused, $2.00 


* OK OK KOK KOK KK OK OK OK 


-DOLLAR DAZE- CONTROL 
@e BOX w/DPDT, DPST, & 
SPST switches and 3 
pilot lights w/bulbs. $1. 


C-823/aIC-10 IN- 

TERPHONE CHANNEL 
CONTROL, includes 
AM-476B audio amp 
(pg 7), call but~ 
ton, vol-control,. 
27 VDC required. 

oex5gx4g, 5 lds. Used, ae. 
14-pin conn f/C-823, $3. 00 


OP c-824/AIC-10 
| INTERPHONE 


itors upto 5 
wom lines plus 
radio channel. Has call- 
intercom switch, volume 
control, audio and mic 
transformers, and 2/5899 
tubes; 27 VDC required, 
5ox3gx6G, 5 lbs. Used $14. 
Connectors f/C824 (2) gdea 


C-868/ ARC=27 im 
CHANNEL SEL- 
ECTOR for 
ARC-27 trans- 
ceiver; sel- 
ects 18 channels plus 

guard channel. Also volume, 
function sw, 2 pilot lights 
6x3Ex3Z, 3 lbs. Used, $9.0 
19-pin conn 7/C-868, ” $3.00 


@ | 


Xe 


MAGNET 
7" long, 3” 


consists of (2/h. 5 VDC mer- 
cury cells wired to pro- 


high,25" wd. duce 2.5 V 400 ma and 12 
6-3/h lbs. to 15 VDC 1.4 A in cloth 
#SK-MAG Sesms to bag. 1977 date codes; un- 


have good power. $+q, $7. BOs 
SB-329/AR 
SIGNAL DIS- 


used but LV output weak. 
6 lbs sh. $4.95 ea 2/$%8. 
* KK KK KOK KH KR KK HK 


NICAD BATTERY, rechargea- 


j TRIBUTION ble 4.8 VDC 500 ma; lgxl- emo 
BOX, p/o 3/8". #4/SOODKZ, NEW, $4. ee 
ARC~44=45 oe 


sets; has 4-position selee- 
tor, vol-control, 2 pilot 
lights w/327 lamps, and 5 
mini-toggle switches eae 
DT, 1/DPDT). 2px5gx43, 4 

lbs sh. Unused, $7.95 


-, WILLARD PLASTIC 
STORAGE BATTERY 
2 volt 28 amp- 
hour. Non-spil- 


1 db . - 
SA-474/AR SWITCH BOX has ateceen peer 
mini-toggles 4/DPDT, 1/DPST charge; add e- 


and 2 pilot lights w/327 
lamps. 2¢x5Zx24. Unused $6. 
#3801 . 
COMPASS 
CONTROL 
for MAL 
gyro; 


lectrolytic. 
May. have hair- 
line cracks. 
4x5x3, 4 lbs. Reparable $3. 


RUBBER = @ ibs 


has L-R MOUNTING 1° * . #10 60 
synchro 1£® meter, precis- eee ee e719 .65 
ion pot 90 N-0-90 S, 2-deck LB at #16 275. 
3P-3 pos/deck momentary, 24 * #2 1.00 
4PDT toggle sw, and 2/327 55° #55 $195 


lamps. 2$x52x4%, used $6. OTHER WEIGHTS AVAILABLE. 


MINIMUM ORDER $5.00 


M-399 ALIGN- 
MENT. ADAPTER 
for BC-659 

transceiver; 
allows 
changing of 
erystals as well as the 
alignment of the set with- 
out the use of an external 
Mounts inside the 


ACTIVATED 
TRIGGERING 


meter. 


BC-659 UNIT CONSISTS 


CRYSTAL MIC. TRANSISTOR, 
2 cap. 3 RES. AND A TRIN 
FOR ADJUSTIN 
w/ SCHEMATIC 


LEE¢5355, $1.00 EACHS. 


ea ee ee ee ee en ae ee eee 


VO-6 OSCILLATOR 
CRYSTAL CONTROL 
4.3 MHZ 
BLE O-| 
OUTPUT. i 

WITH eeipiee: 

SETS HAVI 

MHz IF. W 114 
TuBE. REQUIRES 1.5 AND 67 
VDC. 5x5x3g : 


1-210 ALIGNMENT 
INDICATOR useo 
wiTkH VO-6. HAs 
6E5 EYE TuBe FOR INDICATION 
ALSO CHECKS RESISTANCE TO 
50K oxmMs AnD 0-4,5-6-30 V. 
REquIRES 4,5 oR rT 5 VDC. AND 
or 150 VDC. . 

LBS. SH. UsED $ 


SODECO 6-DI- 
GIT COUNTER 
electrically 
resettable; 


and reset coil both 24 bo 
DC 83 ohms. 1-7/6x15/16 
x4i; #RG266, NEW, 


Shx43x?; 3 


WLICH ASSY. 
es UBL LEVEL 
AiG-10 BOXES CONTROL. 

24 vde 3 amp. 
7" cylinder,23" dia. 
United Controls N7=1-16 $7. 


Conner am 


CESSIBLE. SP4P stipe. 
exc. NCR#0092, 


4 to 28 VDC, 2900 Hz cont., 

64-78 db. Snap-lock fit ine 
to 1.063" dia hole; $x1-5/€ 
dia. #SNP-428, NEW, $4.95 


| MALLORY INTRUSION 

- ALARM, hang on door 
| knob and set sensi- 
' tivity. Sonalert 
sounds when outside 
door touched, 
not work on steel 5 
‘doors; 9 VDC requir! 
#DRS-DC, NEW, $7.95 


ia DELETE, 
PROCESS FCT. S1ZE | ‘ 
NW3-44 wew 


DURANT UNI- 


COUNTER, e=- | 
lectromech=— 
m@ anical typ 
requires 247) 


36 Vrms hal 


wave AC for reset. Has aux 
illiary low current con= ~— 
tacts for remote indicati 
or control. 1§x#x44 per “J 
counter. Unused w/PCB sock=| 
ets. Bank of three, $6.00 © 


SQULD NICAD 


GOULD 12 VDC 
1.2 AMP NI- 

CAD, recharg- 
able; plas- 
— tio case w/ 
leads. 2x5x2, 3 lbs sh wt. 
#401097-6, unused, $5.93 


WATER-ACTIVATED 
BATTERY BA-316/AM 


7.5 and 4 volts. VIBRATORS removed t/equips 


VB-l & -7: 6 V. 
PE-97, -117, 
VB=12 (6 V.) or VB=13 (lav 
for PE-120, 
3H6690=16, t/PP=112, #2.9 
Vibrators VS=5, G5SS54 
VB=9 as available, 


how. | 
pict a Avs (a9 Jed pe 95 
BB=433) 
totales? Vv 34 oe 
14x10x7, 
BB-652 NI- 
13. AB: 43 


shes bed, a 


Nice for jun- 
» gle or life- 
guard use or 
upside down 

as flower pot. 
Dusty w/worn 
spots in khaki 
wor cloth; aciyick 
2 lbs. #SAF-HAT, 


as BB-51 except 36 V. "SA 
thru 1200 ohms. 
BB-208 BATTERY PACK, con= 
tains BB-51, 3/BB-52, $3 


SUB-MINIATURE NEON PILOT 
LIGHT ASSEMBLY. FLUTED 
5/16" Dia. CLEAR JEWEL. 
BASE 1S FEMALE PART FOR A 
THREE PRONG PLUG wiTH I/{6" 
DIA. HOLES IN 
ANGLE PATTERN. 
3/8" HOLE. O" To 3/8" surR- 
FACE CLEARANCE. 


RK | NGS ALSO HAVE 
AMBER LENSES. 
ALL UNUSED. ISOSCELES TRI 
SH MouNnTS IN 
R - DOUBLE LAMPHOLDER 
Hates BAYONET 
«WR WX2HX23w. NEW. 
FROM THESE LENS IN- 


| 3/8"Lone. 
ULB. EO. |10v. 


SINGLE TERMINAL AND CONTAC 
SUB=-MINITATURE DIMMER PILOT 
LIGHT. MECHANICAL DIMMER 
VARIES SIZE TO COMPLETE 
REquiess T-1l% 
BULB. 5, jet DIA. SMOOTH 
RED JEWEL. Mounts IN 7/16" 
| 3/8" Lone. Less 
-BuLB. NEW. ; 
62 |0- 643-4087 
PILOT LIGHT WITH SINGLE 
CONTACT, MINIATURE BAYONET 
BASE. CLEAR STOVEPIPE, 
/smooTH 5/8" o1a. 
Mounts in 11/16" Hove. Su 
FACE CLEARANCE 3)8 
8" Lone. LESS BULB. 


PHASE B POWER , 28 VOC. 
VOLTS DC. $1 Ea, 3/$2 


RY: 260 indicators with 
-launch-related in- 
iat sions: UNLOCK, TESTING, 
Q eNTS TEST POWER ON, 


‘LIQ OXYGEN FINE, FUEL 
PRESSURIZED, COOLANT 


JEWEL. 


THROT VALAVE HEATER. 
et 75¢ ea or 4 for $2. 


is 0" To 
ORTMENT oF ROCKET ree gs 
C aS NO CHOICE, 


TORS, Sa “LAMPHOLDER 
Bae LA HEE BAYONET BASE 
ea Lens: 


Pilot Light with single 
centact candelabra bayo- 
net base. 1% dia red- 
faceted jewel. Mounts in 
1° hole with puerete clear 
ance of O" to 4" 


F RED” PLASTIC oe a ee 


” SINGLE HOLE 
, Dg Ea. 3/$1.. 


WANE HOLDERS 
For 327 Lames 
2" HOLE MTG. 
Lense 3/8 vEEP, 
ENS NUMBERED | To 9, 
BSaaee RED, AMBER, 


0934, O9¢ EA. 
' LAMP FOR ‘BOVE, 39¢ - 


Et YEINOR| CAL TYPE LITE 
: oe as. . 
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PILOT LIGHT WITH SINGLE 
CONTACT, MING ATURE: BAYONET [tral em amen enateN a ETA re She e777 MEW: Fle 
SMOOTH, 

EEN JEWEL. “Mounts in 
5 8" HOLE WITH A SURFACE 
CLEARANCE oF 0 =", 


2 1/16" Lone. Less BuLa, COLLINS FILTER 


PILOT LIGHT JEWELS, 
* dia threaded aséy. 
Asst colors. Series-F 6/$1 
( Cir a ayes oo 

x} =3. oe IZov. F100 USED | WHITE SWITCHBOARD JEWELS, 
ABO! $l. 3/8” dia. #401971, 10/$#1. 


MINIATURE LAMPS 


4 flashlight 2, 47 .3 
82 14 .08 min flanged T-12 pets) 
27 grain of wheat 28 v 0.04 a 

. e5S min sc 


-94- DC bay 
225 DC bay 
«25 min bay 


»15 min bay 


MARINE TYPE 600 WATT 
28 vott GE G600 PAR 
56, | SCREW, TERMINALS 


pea ASSY. 
27 Send ae 


WRITE FoR 100 LOT 
¢ EA. 2 FOR 


_ RF LINE FILTERS, unused, 
* KK KK KK OK KK OK 
SIEMANS #B384104K, 3 emp 115/ 


250 VAC 60 Hz; ping & lead 
? connect. 1px2px2, 1 
2x5 amps 125/250 vac 50-400 oe four 

4 - terminals. 2x23xli, 1 1b. $1.25 ea. 
Sprague #JN10-2296A1, 2x12 amp 250 bee 60 Hz; 
solder terminals. 2¢x1gx2, 2 lbs. 33.9 
Sprague #0N17-2028A, 300 amps 100 as lug 
terminals, 72x3 mtg plate. 7 lbs. $12. 95 
“#8570818, 55 amps 50 VDC; two stud terminals. 


500 KHZ FILTERIE FLUTED kwoes [lune 


to 0; 1-5/8" dia knurled 
1 knob, #9821, NEW, $1.50- 


sie a Ti) se r- e/a set KNOBS, rounded edge 
COLLINS 500 KHZ FILTER AS+ W/ 4 sete of 4 hash ridges. 
SEMBLY consisting of nine A Looks like old Hammarlund. 


ad qustabl ri 4 #E5168 28" $3 #E5570 18" $2 
ated capacitors on dxiixe | 03SFIN HNOB & oRaN, 
1-5/8" dia fluted knob w/ | HALLICRAFTERS with big 
1s" dia; arrow & grip o> 


enclosed chassis. Uses MB 
; ayoe erank extension; #* 
style miniature connector. high handle. $1.50 bar. #481014 new $1.50 


Units are checked, but may 
need alignment. Collins 
part #542-4777-004, $5.00 
Above, need repair, 2/$4.00 


INDUCTORS 


FERRITE POT CORE INDUCTORS, 
PC mount; 7/8x#" dia. NEW. 
123-177 "nH, #nve243, 1.50 
600 mH, #404- 3-2, Le50 
TORROIDAL COILS, 5/16x1 dia 
150 mH, #403-1- 1, 85¢ ea. 


TELEPHONE PICK UP COIL used 
in modem data coupler; no 
specs. 5/8x1§ dia #403-4 a} 


=m MEISSNER 
of PLUG-IN 

cOILs, 

35 in set 
includ- 


LUXITROL KNOB, 2-3/8" dia. 
w/pointer; fits 3/8" dia. 
shaft, $1.50 


BAR TYPE KNOBS 


BAR TYPE BAKELITE KNOB FOR 
4" SHAFT. 13"xg"x5/8", 
SET SCREW TYPE. 
KNBNO12 $25 


BAR TYPE BAKELITE KNOB FOR 
4" SHAFT WHICH MUST BE 
TAPED FOR SET SCREW. 

[3 x2"x5/8", 

KNSNOI3 $.25 


RECTANGULAR BAR TYPE BAKE- 
LITE. KNOB |3'"x3ttx5/8", 

WITH BRASS INSERT FoR #2 
SHAFT. SET SCREW TYPE. 
KNBNO14 $.25 


9/$1 .00 #2682 KNOB, 24" across 


flutes; 3% dia. skirt. F/ 
¢* dia. shaft, $1.25 

* OK * XK ek RR Ok OK OX 
72° dia. WHEEL- 
TYPE CONTROL, 
fits 3/4" dia. 
shaft. 2 lbs. 
W/pointer $4.95 
/ Without, $3.95 


$,59 


from test equipment, 
oe dia skirt, gn 
brass insert 

" shaft. $1.00 


Re knob 
4 


for Pointer knob with brass in- 


gert for 4" shaft; l@xix%. 


$.39 


ing osc- |-5/8" p #KNBNOZS - g5¢ ea 
TA. FEBTED 


FITS 2" sHart. URC 
S-649, $1.25 NEW 


13" DIA. FLUTED KNOB WITH 
SKIRT AND POINTER. PRaAssS 


Bartype bakelite knob 
with pointer. For 1/8* 
shaft; vertical set screw. 
1g*x5/8"xs", 

KNBNO16 4/$1.00 


3C2500-51 2040-2410 $1.50 


Standard 4-5-6 prong sock- 
ets required for each set. 


TRE aya guleg UO Oe Neth Sabena _ BINSERT FOR 3" ; 
NATIONAL NC-100 ASC CW OSC [xnRNcgs z §°25 Rounded bar style 
28" lg. tuning | coil, 36 ,khz 1, Ps; MODERN GREY KNOB knob, 1-1/8" long 
: : * 
BC-348Q RECEIVER. IF Pee w/fine~ribbed x tf abross x 21/18 


side. 15° dia xX 


Ist IF 941952 - #147 $3.00 
9/16"H. F/s* dia 


2nd IF 9A1953 


2° dia sh. #KNARTI3 3/$1. 


ALCO-KNOB, 1" dia x 5/8* 
high modern style fluted 
knob with 5/8* dia chrome 
center trim; brass insert 
for }*. shaft. NEW 3/$1. 
1-5/8" dia plastic knob 
with 25" dia aluminum skirt 
calibrated 0 to 10. Brass 
insert for 4" dia shaft. 
#9414 NEW $.50 ea 


148 3.00, 


BUD TRANSMITTING PLUG-IN 
COILS on S-pin ceramic base 
#50804 40 meters $1.50 


13" dia fluted knob with 
an dia skirt; brass insert 
f/Z" shft. #0728. NEW $1.00 


I DIA. FLUTED KNOB WITH 
BRASS INSERT FOR 4" sSHaFT. 
KNBNOO8 $.25 


ALL THE ABOVE KNOBS ARE CF 
SET SCREW TYPE. 


COLLINS MECHANICAL FILTERS 
Used, reparable @ $3 each: 
#526-9039-00 250-467 


$" dia 


$26-9311-00 ¥300-Z5 : may i" dia plastic knob with 
526-9312-00 F500~2A SPIN KNOBS 1k" dia skirt calibrated 
“alphabetically bm Bey 5 oY~Ze 
Aluminum skirt; £/4" shaft. 
#5312 NEW '$.50 ea 


3/4" RieBeD KNoB 7/8" pEEP 


9 DIA. METAL FLUTED SPIN 
KNOB FoR 5/32" SHAFT. 
KNBNOOS $.79 a 


25" OLA. SPIN KNOB. METAL. 


Used, reparable @ 36 each: 


#526-9310-00 F459 =Q5 


W W 
srr $526-8068-00, 21.605 Mhz; aaa Sa I" skiet #/2" SHAFT DULL 
$2.00 (5895=980-9828) NEW $20. 18089 Cee Rpg PER MIB IEE oe 
2.50 #526-9369-00, 64-27; 5/8"x3/4" SAME AS ABOVE 
5.00 (5915~724-6633) NEW $22. MAKE ANY FLAT KNOB A SPIN BRIGHT BLK.KNBI26] 20¢ 
3.00 #526-9089=00, gata 2 |=" ADAPTER WITH 3 HOLES,TO x 
1.00° e | FASTEN TO YOUR KNOB, " » 
1.50 MOTOROLA MECHANICAL FILTER | SPIN GRIPPER#2758| 6-3 “$i 00 YR Ei ath ag 

mf , 

Soo | aos roa boco0y ann emnte | ae aia Metts ns Cioe: | gnuaot. fr fram utes Zoe 
48 erase ah rns, $6.05 ; SHAFT. URC#KNO2, in earn fit. KNB2279, 30¢ ea. 
1.50 14" DIA. FLUTEU KNoB w/[2" 13° KNOB MARKED "INCREASED 
¥e5 SKIRT; BRASS INSERT FOR ouTPUT". 3 HOLE WITH SET 


+ 3/e" SHAFT. URC#KNO4, $.50 


1-5/8" ola. FLUTED KNoB w/ 
2" SKIRT; BRASS INSERT, FOR 
3/8" sHaFT. URCZKNOS, $.75 


Brown 1" dia x $*® high knob 
for 4" shft. #KNBO25, 2/25¢ 


SCREW. in THICK, METAL. 
KNBNO23 $.25 


2" TUNING KNOB black 
w/ohrome-finish joing 
Metal insert f/4" d 

shft. #ROB-B/C $1.25 ™& 


f9.1 Mhz range; 
24 turns wire 
around 2% dia X 3" eere- 
mic form; No contacts or 
mount brackets. #6055 $6. 


SIMPLEX HORN, 6 VAC @ Yo ®. 
Bena 2.5 awe 60 Hz. Makes crorp? 
LOUD PENETRATING TEECT: 
NOISE; SCREWORIVER VOLUME ADJUST. FE 
HEAVY STEEL CONSTRUCTION. DE- & 
SIGNED FOR PARTIAL RECESS MOUNT. Skee 
FRONT ENCLOSURE nara DEPTH Ssh. | 
REQUIRED BEHIND: 1%. #024-427, $5.95 ~~ >” 


RECTIFIER tad Ct ASSY WITH Two EELS 
950 MFD 75 VDC (90V surat) COMPUT fea ae 
ER GRADE CAPACITORS, Two 50 MFD a 4 

75 VOC caps, AND FIVE 200 V 2 amp E af 
DIODES. 

USE AS BASE FOR SMALL POWER SUPPLY. 4 2 
REMOVED FROM EQUIP-EXCELLENT, $2. se § 


SORES ADJUSTABLE ALUMINUM SHOCK- 
 ? e* MOUNT WiTH FouR 12-3 LBs. 


SPRAGUE #JN14-15514 3 X50 AMP 

440 VAC 60 Hz LINE fon ligx & 
94x34, 18 lbs shes NEW, $18.95 7 
GENISCO GF-1901-75D 75 aMP 250 i ae 
vac/600 VDC FILTER, knock-outs for “~ 
hook-up; Long style 21§x4x4, 23 lbs. NEW me 


SHOCKMOUNTS. PERFECT FOR 

Pg SMALL POWER SUPPLY, AMPLI- 
FIER OR OTHER GEAR. FITS 

ee x “ean To 74" DEEP UNIT; 2" HIGH. 

Su wt: 3 ces. #T- OA/ARA, UNUSED, "$5.50 
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ane « 
Individual coils ; 
for HRO receiver e. 
coil set plug-ins.€¢ oe 
used 2.50 ea; 4 Puee) 
Unused, 92550 oa; 4/ $6, 


KHZ 


50-100: E112, B113/B143, 
H114/B144 

100-200: £109/B139, B140 
175~400: Bll2, B113 
, 900-2000: B120 
g-4 Mhz: 

4=7 " ; B127, Bl28, B129 
7-14 " ¢ B13O, B1Sl, 

14-30 Mhz: E80, B13? 


BC-610 XMITTER 
ie) ELUG-IN TUNING 
i UNITS, 4 lbs. 
kk RK kK KR 


Price 
5.7 NVL $4.00 
WYL 6.00 


4.00 
WYL 6.00 
WL 7.50 

-5 Mhz), TU-48 
TU- -49 (3.2-4.0) 

$7.50 each 


NVL 


35-B.0 Mhz) $7.50 


Mhz), $12.00 


‘TOR by Jennings 


Unused. 

Y po.7D 
or equal mig.used. 
4 wyo" $10.00 
Kv. eyo $12.00 


7640 TWT, similar to 
e3 313H; 2,0-4.0 Ghz, 
f output, 30 db. 165x3% 
5; 20 lbs. she Sold as an 
rimenter's item only; 

} $17.50 


| 
| 
| 
| 
: 
| 
| 
| 
| 


gain, 8.0-9.6 Ghz; 
- heater. 
sh. 


l2x1g" dia. 
Unused, $45.00 


40 012/4£1157 Twr, Be O=- 


O Ghz, 36 db min., 20 MW 
min. 15g"1 x Sé"kh x 1é"w. 
4 1bs. sh. Unused, $40.00 


SP removed f/ 
# T-195/GRC 
SA 3 transmitter. 
#C-222/T-195, 25-485 pf 
one sec. 3 23-437 pf the 
other. 0.0%® air gap. With 
gears 1$" dia. and 5/8* a. 


4¢x6x44 overall. $4.95 
#o-221/7-195, 13.5-77.8 pf 
one section; 17-99.6 pf the 


other. 0,094" air gap. $"x 
4* dia. shaft. Stxléxdi 
overall, 2 lbs sh. +3 95 


20-400 PF ei 

, ” 
0.02" gap. sean i 
Ceramic ae, Magni a 
insula- 4s eo a 


tion, sil-S@ 
ver Pietescn 
5/8x3" dia shaft ts 4x1-5/8 
x1. #C- 1003/T-195, $4.95 
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> Ses 


* * 


TCS: VARIABLE @ 
CAPACITOR ie 
sec. |0-360 


+ 


3 BAND CALI- 


pal By ac an Re5 To. {2 MHz 


33x34; wr: 10 LBS. 
$3. 95 USED 


SINGLE SECTION 
11-67 pf .05* 
spacing. Has 
*three front 

; mount spacers 
for #6 screws 

Shaft "3 /e83 " dia; o/a 34x 
1-7/8x24. 7309067VEB8 $3.95 


RBF-S-14A164, 10-40mmf gap 
0.04". 2AV.Sax2ExX2 $2.95 


HAMMARLUND 
VAR. CAPACITOR 
20-90 pf 0.05 
Pspacing. Sil- 
ver-plated, 
0.04" thick, 
= plates. Right 
anele worm and split gear 
drive. Shaft 4* x i" dia. 
44x3$x32 #446-6571 $9.95 


gees. 


-@ G2 JENNINGS mfg, re= 
m5 moved from unused 

of equipment; 42"H x 
24" diameter; 3 lbs sh wt: 
#UCSV-110 110 pf 10 KV $75. 
#UCSV-250 250 pf 7.5 KV $80 


SINGLE SECTION 14-365 pf 
0.03" gap. Shaft 1-5/8xi" 
dia; Bs 4-5/8x1-5/8x24, 
2 Ibs. #SD9SE5V~2, $4.95 


THR3E GANG, 15-85 pf/eang 
0.03" gap; 34x1-5/6x4#. 
#074-049 unused $4.95 


S-GANG, 15-160 pf/séction, 
0.02 air gap; 4" dia shaft 
4x4$x1%. #35TH160, $3.95 


A.M. W/VARIABLE 
CAP.,COILS, TUBE 

SOCKETS. OSC. 

SEC. 6/0 SCR 322 

5x5x5; wt: 7LB 

27K 11450 Useo "33. 95/N $5.95 


3=GANG, 2/25-500 pf & 20- 
= pf; 5/8xi" dia shaft. 
43x1xik; #ASP4741, $4.95 
3-GANG, 2 seo 20-365 pf, 
l-sec 17-7175pf; #xe* dia 
shft. Sx1$xl¢: #5740, $os 


2-GaNG 6-16 pf/gang 0.05* 
gap. Silver-plated with 
brass gears; p/o TS-497 
sig generator. 7/8x5/16* 
dia shaft; o/a 4x2-3/8x3. 
#3330-313, unused, $5.95 


TUN I CAPAC I- 
ae F/RT-176/ 2 
PRC-10, 38 Any te 

54.9 Muz: ey : 
GANG, 5-33 pF/ = 

GANG. WITH Ly AND "5/8" 
Dias GEARS; 3/16" Dla SHFT. 
|4x1-5/8x4, usED, $4.95 


BROADBAND TUNER 
14-50 MHz 
10-150mmf var 
capacitor 
mechanically @ 
coupled to 

iron slug in 

a@ coil which 

moves as the 
capacitor is 
rotated. Py 
various other®™ 
components. ‘a 
3$x2x3 #RT-45 $1. "95 


SIZE: rane 


TRANS. 


Duac 4-30 mmr 1000. voce |4x- 


C-640 


|$x2, SHAFT x2 P/o 
: 2.95 


CAROWELL 430/1M REM 


Duat 5-25 mmr P2000 voc lex 


|$x4% SHAFT 
Meoeeee 


73 p/o BC-640 
525/2M REM $3.95 


Duat 4-20 MME 2090 voc alee 
13x3 SHAFT 2x P 

CaroweLL 420/2M a i Cite 95 
DUAL 4-50 mr, 1090 yoo eye 


[4x3 sHaFt +x$ P/O B 
CARDWELL 150) TM REM eet 


ww ew we ew ee ee eee 


BC-624/522 REcEI- 
VER, 3 GANG 6-36 


RECEIVING TYPE Qs 
CAPACITORS FOR || 
AM-FN.-AUDIO- suse 
OSCILLATOR USE. 


TH SHAFTS. eae 


B42 dua 12-90 MMF & |5- 
40 MMF SIZE Ixlag- $1.00 


66972 puaL 9-50 MMF \- 
OO mmMF, size |xlx$ $1.00 


330V020-HO2 nua 10-90 & 
4-140 MMF 12xl3xl (oe 


\MMF EACH SECTION|Dual 5-lommf, ceramic ,w/fri- 


1TH SLUG TUN 
~_.. | Ae SHaFT 5/| 


LB. 


12-365 PF SINGLE SEOTION, 
gear reduction tuning. ix 
shaft; o/a 3hx3ix23, 
#5D9378V EB, unused, $4.50 


Duat 6-22 mmr 1500 voe Ixl2 
x22 SHAFT 3/16x ia 
TELERADIO 622/15M new $1.95 


. VARIABLE CAPAC- 
' Py) TORS, 0.09" 
i. ‘air gaps; 2* 
dia shaft. Used 
". M7463006, 226 
118 or " 4bx2x3, $4.95 


#P-7761569, 14-62 pf, 1x3" 
dia shft. 2¢x28x4d, $5.95 

i#T-7660443-8, 8-26 pf, 5/8 
xg" dia shaft. Overall 
lgx22x3, 2 lbs. $3.95 


1-GANG 15-160 pf, 0.05" 
gap; shaft lixi" dia, o/a 
422 3x18. #1TH160, $2.50 


JOHNSON "M* SERIES, 3/16® 
dia slotted shafts; o/a 
1-5/8x£x5/8. Used: 

#160- 110/20m11, 2.7-19.6 
pf; 21 plates, $1.10 
#166-130/30Me, 3 to 32 pf; 
28 plates, $1.25 


PRE-SELECTOR 
UNIT ASST PaRT 
OF R-48 Rec. 
230-250 MHz. 

§ CONSISTS OFRF, 


EA. TUBES )For 
¥YSE WITH 30 MC I.F, 

S1ZE:6x5€x4; 5 tes. useo $5 
* ee RR KK KR OK Rk OK 1 
GLASS PISTON CAPACITORS 
#VCI-770, 15 pf 5/8xz $1. 
voy-244, 20 pf léxé 1.00 
nV O7S0S, 5 30 we art i. +90, 


“IR CAPACITORS, 0. Og" spac~ 
ing; shft dxt d, 3xlgxl¢ 
#21105-14 8-20 pf $1.50 
#21105-15 8-35 pf $1.65 


memamy TU-53 

me (OSCILLATOR 
mM PLUG-11 

bSSY, FOR- 
BC-610 


“A | 
= : TRANSM | TTEF 
FREQ. cau 8-|2 MHZ.CONT- 
AINS VAR. CAPACITORS WITH 
SHAFTS 140 mmFD, 190 MMFD. 
2/ceramic cap. [/mica-cap. 
4/R.F. coirs,2/res. |/DPDT 
switch, dial, and two knobs 
Rear plugs are broken. 2x8 
x44, 4 lbs sh. Used, $3.95 


5-25 PF 

‘CAPACITOR, 

worm gear 

& ceramic 

insulated 

shaft and stators. 

Rotor plates on common met- 
al shaft; .03" gap. Rating 
made with two sections in 
series. May be modified in- 
to two 10-50 pf sections. 


LESS TUBES, 


Gear shaft: 1"x1/8"d, Other 


5/8%xd"d. O/A 4¢x2x13. Sil- 
ver-plated. # $ 


. Shaft. > 


ction gear to houd setting. 
6]0.04"spacing. 23 axlgxl-7/8 in 


GANG, Te 6 

pE/sec. 0 0.03" 

xl8xt8, $3, = 
NL981337~2; 35-180 PFS 

(tues texe" D. SHFT, §o%Ss 


2.5-14 PF, 323/16" dia. 
#228-6085, $1.25 


309200V-19 4 GANG, 14-200 
MMF Sax lands 3 $4.50 


ral? oe 


ALL PADDER CaPs. 
REQUERE SCREW- 
DRIVER ADJUST. 
2-8 pF ss 
PF 49¢ 

5-17 pf 49¢ 

8-55 pf 79¢ 


SBL72265-2 8-32 pf 59¢ 
3D9011V-7 5-14 pf silver- 
plated Hammarlund, 89g 


#CT1C100, 10-120 pf; screw- 
driver adj; ee $1.25 


JOHNSON #7T2-16; 1.9-15.7 PF 
325 v. 9/16xd, tie! DIA., 89¢ 


eeceweris DIFFERENTIAL, 3- 
-045" Gap; |3x1x2, 
axa D. SHAFT. New, $1.95 


20-260 PF 

0.02" air 

gap. Tap- 

pered — 

plates for , 

linear fre- #3 
quency; precision worm and 
split right-angle gear 
drive. Double shaft 3" lg 

XK 3/16" dia each end. ofa 


| CTN48785 
657-33 


VER VAR! ABLE 
CAPACITORS, 

3-GANG, TRIM 
pr} & at ee 


TRANSMATCH ASSY 

Hays INDUCT 

, TURNS, .O- 

ae 4, 16 MICRO=HY, . 

Me w/VARLABLE CaP. 

my 0-50 MMF. 2000v 
RE-MOVED FROM EQWEP. DESIGN 
on 14-50 mz. s1Z&;23x5x5 
Les. #B8H502 / $6.95 


7 KV DUAL SECTION, 61-151 
pf/sec; 0.175" gap. 5/8x4" 
dia shaft; ofa 4x144x4, 5 
lbs. #153-111, used $24.95 | 


COUPLERS wr 
1.7-2.4 Ghz 
transmitter. 7% 


: Double coupler, = se 
DC signal . output 
meter and. 40 db RF 

tions, one 1N21 diode 

nector for DC. abx23 x 


#3CPR/TRC29 TRIPLE 
which fed PA, 56 


connections and one 
connector. Sbxehr14 


fesLt/TROZ9 2-SLUG TU 


provides isolation 
ing, and impedance 
ing between 50 ohm k 


output and P-A ut 7 
slug adjust. ‘Toxibal 


UG-573° Crapneey 3 


AM & FM TUNERS 


AM FREQUENCY 550 
FM FREQUENCY 88 


pare HAVE NOT BEEN L E 


TUNER WITH. 
a 12078 Tuse &f 
DIAL. SIZE 3x2x 
URC#462 $3. 95 4 


SAME AS ABOVE sy 
URC#2HO2 $4. 95 


SPtRAL_|NDUCTO & 
TUNER 60-90MHZ 


13 SEC.SILVER PLs 


4% turns. 3$xl4x 
#37695 crate 


LC-902_ANT 


ee INPUT TANK For 
& ) TN- ' 


2A/APR 


a WiTH VARIAB 
“CAPACITOR, COIL, AND | 
TUBE ‘SOCKET. ‘Sizes: 

wr: 4 Les. 


FOR Breage TUNI 
FREQ. 300 To 1000 Mx 


3 
Unuseo $5 


955 


VARIABLE CAPACITOR AND 


SIZE: 2x3 Bre 
PRICE: UNUSED $ 


LC+70!, OSCILLATOR TANK 
WITH VARIABLE CAP 


TN-3A. 
ACITOR AND COlh. SIZE; 
WT: 4 LBs. eee 


“SS = spacin: 
shaft. Sexless 
a ee 
Ke Pe 


S=gang, 15-365 pf; 


S-gang: 
pf; 


LBS. 


S-gang, 20-360, 20-280, 


20-110 pf; 2-speed ¢ 


2" and 1/8" dia shaf' 


#33V021H01,- 


2-gang 25-460 & 25-200 


3/8" dia shaft. O/a | 
ee #221657, 


#2,00 


STAND CORE) MICRO SWITCHESIB PUSH SWITCHES 


STAND-OFF I'NSULATORS, crows 
FEET TYPE. BRASS AND PLATED 
BRASS BASES AND TERMINALS, 


D=DtameTer = 
H=HE1GHTH - DPST “poet open, 1 amp | «@ pee 
M=MouNT BASE 250 Vac; #PSWO04 ane 
HOLES! CENT. | pees ee eee Cf le et ee ew AIRCRAFT TYPE SWITCH TWO 


_DPST interlock n.o., (32+ HOLE MOUNTING FIG. #1 


ER DISTANCES 
9825/254), #PSWOO6 65¢ 


ST=ScrREW TERM—- 


CT=Geawe. TERM SPST pull gniten, normai- | 2 5),NEW 9/125 B15 60 
INALS Ay... open, #PSwoo? 35¢ 


SPDT rem 5/125 B-9A .50 


{ 
spa neu’ fey PES Be ig .30 


SPST normally closed case 
ground; #PSW0O8 35¢ 


#B- H3-DI. 25-ST3, BROWN CER- 
AMIC3 M=2.25", TERM. CAP 
size: 7/8x!-5/8" pik. 


SPST MICROSWITCHES 1-7/8x 


D.CAST ASE, CTRS. 
iA occa w/3/16"- 253 


970-405-8992 $4.00 | Sues. wr: 2 tos 5/Exi4, 50g ca unless othe pe ce olosed,”  |SPOT Rem 5/125 B-fA 55 
. x : ise noted. Normally ~ normally close } 
REAR, ABOVE 3" 3. #- HADI. face!" 4 Geared as saps sa cnt ABER Grayhill #4002 50g ame se ONE SIDE 
as on Ras COMBS sete Oe TY Va iy gst og: “Laver.” 2-BUTTON momentary; red 
= a ° breaks, black Kes. 3 
on oo, a FAV-HO-DI-ST, ware ; =2,35 Uipenth tin. tbh ea 1~5/8x1-1/8; #ROAEN #160 as 
3" Lone 30¢ 3 TERM CAP: $x|" pia. $3.00 cs . TOGGLE SWITCHES SINGLE HOLE 
6" Lone 50¢ 8" tone 60¢ | #W-HO-DI.25-ST, wHiTe; Mf 2 = = = = = = = = — = eS t5G y |MOUNTINGS: Conpi TION NEw & 
| Stock No. 1014-(Lenatx) 2.625". TERM CAP: ese > AC tap switeh WReMt REMOVED FROM EQUIP= 
SAME AS ABOVE OVAL TWIN- 8-46 ae O5-CT, oe ide erie Ne. “Qedeok 2=pos. |MENT, ALL GUARANTEED. 
7. vite 7 CIR CON RATING NO PR 


2.20", TERM.CAP: 
D¥Ae- oO UBS: 
#8L-H6-DI.25-ST2, BLack 
PAINT ON BRASS 5 *M-2.625" 
TERM caP: |=xle" car 


ST REM c 
( aBove SWITCH “MOMENTARY) - 
SPST REM 6/125 SW-105N .3 


SPDT rem 8/125 toes) p25 


72/8 Nhe eens ore ha rea eee i oe on-off. 6—x65 
“SCREW THREADED. be 
, 8-24 Turd, $.50 
iment 8-24 THRO, .65 
#P-6.75H-10, 


#2MC5-- 1A nec. pin; 1-5/3 
£x$ size. 


#V3-23 n.o or #V3-21 n.o. 
pin; 9/16x1xl-3/8 size. 


[0-24-THR, .85 


RUD PLASTIC INSULA- 
TOR, 1-3/8xli" dia; 
3/8" dia threaded 

P hole each end. 


SHPG. WT: ph LBS. 
a H6-D1.75-NTTH, WHITE; 
M-3.75".- No TERM CAP; 
Rr. 5 uss. $4.50 
#8-H7-D|.25-ST, BROWN; M- 
2,25", Term cap: 5/8xI-5/8 
SHpc. wt: 3 Les. «to 
#W-H8-D|.75-NTTH, WHITE; 
M-3.75". No TERM CAP; 


(*On" goTH SICES 
DPST REM 3/125 7463954 
DPST rem 10/125 ST-52K .40 
DPDT. Rem 3/125 SW3125 .30 
DPDT rem 5/125 ST-22R .35 
SPST NEw 15/125 SW3115 1.00 
4PST rem 15/125 7661K5 |.00 


MU=-SWITCH Type Do in split 
dye cast housing; 4" tap 
conduit hub. 17 8.5 amp 
125/250 VAC, new, 75¢ 


SPDT, one side n.o./other 


Sa-13 HEAVY DUTY SPDT KNIFE 


eon IN-84 Feeo-THRU 


T SWITCH, contacts on 2#°H 1" 
-GONICAL SHAPE, 5" La, 0/A; THREADED. 6 LBS. $5.25 N.Ce; a7] BaD ORES 40¢ ea square ceremic ae a aaeeemmnemeimeeianas 
‘oedaes SHAPED 1-1/8 a —— ee ee on 4x8 bakelite base; 4 lbs = aa gS ie 
ee | Pe ea a OG FLEX] BLE sh. Square-D mfg, $16.95 TEN N PUSS SWITCH STRIP. EACH | 
long « ROD WITH |/4 | Citi ee ee . nu oe INOS VSDUAL HOLD OR 
fer see en NUTS/ WASHERS COUPLING Oe hea nice aca OR PELEASE.NEW 
4.8. EA. 5 FOR $1.00. : A Ripe etree Craig lyon be ! 12x4x3/4; NO.4C5231 $2.25 


SCE Sait panleeemaee "| CERAMIC FLEXIBLE COUPLING 3 
S-BONDED MICALEX STRIPS| le dia x 4" for 4* dia | pee 7 nt /TeT ene Jan ee ee at ROCKER SW | TCHES 
10"Lx1"wx5/8"Th. Five holes shaft. #couNno03~2, 459 ea — S) 


dia. #3G110-160, él. 50 


#counoos; 2-5/eedia x 2%, | fazeRWeo-D5, 3° lever; Diag SOLUS TE ARTE Ta EG Re oar oe 
‘#7102768P1, same as a- | for £ 5/88. de shft. 79¢ ea 45 A 125/250/480 V 50¢ uINI-TO0GLE SUITCE ate 0348 DPDT 
er Ree MES (OTN 1 fe OO ewe 1 and one 59¢ 2 For $1.00 
Ten Gea #COUNO09; 242 CERA- x a . | momentary toggles soldered | ~~" * (-" ¥! 
en holes, 33.0 : ‘ UPLIN 3/8|  #BM-2RW80211-a2, $" high 
F ; Ks, fiecours y aad Sa squared hook lever; 22 A ln De rine eaten hand - 0320 SPDT pee es BOTH — | 
: 125/250/480 VAC,NEW 60¢ es. &. #MT-9-1M $4.50 | sines. 65¢ Ea. B FOR $1.20 


ore we we wee wr eee ee wees 


#COUNO1O; 3$* dia x 18*, 


CUTLER-HAMMER mini-togzles, 
for 3/8" dia shft. $1. 25 


all 120 VaC 6 amp; NEW: 

SPDT center-off $1.50 3/34 
SPDT on-on, $1.65, 3/34.25 
4PDT on-on, asta 755° 3/$4.50 


0347 DPDT MoMENTARY BOTH 
sides. 80¢ea. 2 FoR $1.50 


PUSH 
m BUTTON 
memes SE|ECTOR 
WHITE BUTTONS, [THRU 4 
SEPARATE CONTACTS, 5,6,7 
MAKE 2,3,4 RESPECTIVELY w/ 


COMMON. RED BUTTON RELEASES 
ALL. Rateo G [20/240vac 8: 


= $1ZE:43x|2x2k; wt: 2 Les. 

‘ S-pom and OFF. MINIATURE SWITCHES, all new. GEFASP81 26- 417 unvseo $.75 
ont. turn; 15/10 A. No Black: bik. White: wh. 

mnobs.5/16070 shtt. 42.85 <| --ccdeonelows--—s LEVER |SWILTCHES 

DPDT on-on, blk. or wh but- APDT one sive 2PDT 
ton (a); C&K #8221, 65¢ OTHER SIDE,BOTH SIDES 


TAP SWITCHES 


TAP SWITCHES, 120/ 
240 VAC 10/5 amps 
unless otherwise 

noted; 22". Used. 
f #AHH-23-10; 2-deck 
| 3-pos w/knobd $2. 


3-COND. GROUNDED equipment 
cord, 8' #18 wire. Molded 
plug; black. #FW-3CG $1.85 
#W14-3CG, as above but #14 
wire; black. $2.00 ca 
oye eel 3- chine 
ee STANDOFF FEED- Lsthyht rere spire 
ae eee ae ENDS Packard equip. Without AC 
8"" HOLE.. ical HXI+ $l. plug; 5k*. #HP-3CG $1.50 


STRAIN INSULA- 
TOR, 49x28" 


[INSULATOR THREADED BRASS 
EACH ENO For |/4" screw. 


y #AHH~230; 2-deck 


#AHH-33-10; 3-deck, 3=pos 


x Ok Ok Ok Ok 
MORE =--- DOLLAR. DAZE 


dia; 1" dia with knob $2.50 | SPDT on-off-on, wh. toggle T mom.# 1155 new 
: core feed-thru | TOGGLE SWITCHES, Sro7 ia Dig he eine (b); Aloo ULDOEZ, Fog a Rare oe a 00 
(1d. #S3TR-1610, $1.95 ea cut-offs, 5/$1.00 | SPDT on-on, blk. rocker (c) lever sw; make 2- ~ 
Fg aihete SR Ne JST #MR2-123, 65¢ break 2. Removed $2. 


“TPAIN. ING ATOR See PUSH SWITCHES, SPST 
STRA | N | NS LATOR | 4 Inorm~-open, 5/$1. 00 
SLIDE SWITCHES, 2PDT a 
and SPDT, 5/$1.00 (mi 
SPST ROCKER DIP .z 
SWITCHES for PCa 

board use. Can & 
be soldered or 
fit-in socket. 


Grayhill mfg. NEW 
#76SB04, 4 sw, 3.75; 5/33. 


P| 3-pos _ 
with OFF. 120/240 ’ 

vac 30/15 A (2- | om 

wire), 15/15 amp: 
(S-wire). 1-7/8x: 
12x14; 2 lbs sh. = 
Used w/knob $2.50 


ee ee ee ee ee ee ee 


fy 2PDT ONE SIDE, OTHER 

ef B 2 MAKE, 

P/O EE=2,useo $1.00 
BPDT & 4MAKE MOM, ONE SIDE 
OTHER SIDE ONE BREAK HOLD. 
CENTER OFF.SW-1323 USED $1. 
APST EA. SIDE NORM. OPEN & 
HOLD, CTR. oF F3Z98 18-9. | Nee. 


2PDT ea. side of switch, no 
center off. SH¥649-31 $2 


Brown 23"x |#" $" HOLES EA 
ND, OPPOSITE SIDES.#3G of hye 
es: 79¢ ca. 4 FoR $3. 
Box oF 200 $125. 00 


SPDT on-on, bik. push-type 
Alco #MSPLOSD, 60¢ 
SPDT on-on l-side momentary 
blk or wh push; CKS8168 65¢ 
SPST red or wh. tog. (e), 
not mini. #CHE381K22 50g 
SPDT mini-toggle, baton 
throw; on-on. #7101T 65¢1 


ART=13 TRANSMITTER 
ANTENNA INSULATOR 
PANEL; witTH 32x4 
OBLONG INSULATOR 
a WITH TWO SPRING- 
TYPE BINDING POSTS. ALSO 
A =xl AND A $x$ conical 
INSULATORS WITH PUSH-TYPE 
BINDING POSTS. WT: | LB. 
vate assy. Used $| .00 


OHMITE 412-12 TaP SWITCH,* 
12 taps rated 50 amps AC _ 
$00 volts, 150 V between 
taps. Shaft — Gia; 

4¢ dia x 2h, 4 lds. b7 95 


di ps) Ae SWITCH, 60 
amp 500 vac/250 DC 

~«" %/4-postion 2-deck, 
6 cont/deck. Pos 1 


SPDT make before break and 
2/SPST normally closed; 
single hole mount. Tele- 
type #129596 (FSN #5930- 
259-6860), unused, $1.50 


DPST one side mom. (f) tog- 
gle; Alco #CST-023TA, 2/$1 
SPDT n.o./n.c., push button 
(g); Licon #76-2450, oy ft 
DPDT on-on slide (h), 6/}1. 


SELECTOR SWITCH 15 euTron, 
MAKE ONE BREAK ONE, RELAY 


3. 
, B-18, yee RELEASES ALL BUTTONS WHEN 4 *‘Makes cont 2-5, P2 |ppsT sub-mini. slide switch; 
“BOLT RE |3" MTG HOLE AGES ED 5 115 vac or 24voc =~ (1-2-4), PS (1- 5), | Chicago EIA 50, 5/91. 2PST ONE SIDE ONLY HOLO,CTR 
{PP-1048 no HaRowaRE | Size |23x7ax2 2; wt: 7 P4 (1-2-6). Sgx6x4, 10 1b |Interlock switch (i); 10 A. OFF ,ONE HOLE MTG. 
FoR $}.00 URC#I524115 New” ¢ ES#125402A, unused $16.95 Cherry #E69-30A 5 /: SWiTCHCRAFT 513148 new $} 
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EQUIPMENT BLOWERS 


18 VDC 2400 RPM 5-BLaDE FaN removed 
from oscilloscopes; runs well on 
m5 ¢ 6 VDC. 7% dia blade rotation; o/a 


SS ei"dia X 5$* depth. Includes eight 
¥ ‘he single T0-3 heatsinks; 8 lbs sh. 
a #B401/USM, used, $16.95 

TRC-29 XMITTER BLOWER, 200 CFM, &. 
vac 60 Hz 1.2 amps @ 3300, REM. ee 
rE ia inlet; outlet 2gxis. 

fo mount. With 10 mfd capacitor. 
Overall: 8x9x8, 12 lbs. Used $14.95 


: e TORRINGTON BLOWER, 200 CFM 220 V 
Qs 

a. C7 
EASTERN AIR TWO SPEED BLOWER, 
2 3206 PM capacitor-start 


0.38*amp 115/230 
» Mounted on base 


h 


<4 


x 150 CFM. Intake , 
utlet 1#x2d. O/A 83x11x63, 14 lbs 
AD#B747M1-C, used, $12.95 


FASCO DUAL BLOWER 5O C.F.M. 
115 Vac 60 Hz 0.74 amp @ 2800 
RPM. Outlets 2x1l-5/8. One out- 
let is parallel to mounting 
base; other is at 90 , but can 
be modified as shown in pic- 

s 2$"dia. Overall 7$x6x5g, 12 1bs 
ype 21, #1278217, unused, $10.00 
DANANCE BLOWER 6 VOLTS DC, approx 
50 CFM with turbine-type impeller. 
ake 3", outlet 1" dia. Overall 

: 64x6$x4, 7 lbs sh wt. 
6486392, unused, 37.95 


5 be} 


or} et 


DA 


_ 


, 115 Vac solenoid FN, 
ke/outake allowing Bi Ys 


lower or vacuum. A 


; 6x8 dia, 12 lbs. @ae / 
Less soelenoid, §o iting + 

. 5-BLADE 7* DIA FAN in 73" dia X 
» 6" h housing; 115 Vac 60 Hz. Can 


“ith 2 mfd capacitor; 9 lbs sh. 
#14-20/5B-DF, used, $14.95 


Vac 60 Hz. Adapt 
ct fan. 8 lbs sh. 
used, 39.95 


FAN-TYPE BLOWER, 115 VAC 
60 Hz 20 watts; 4" plastic 


"= noise motor in metal case- 
i~n"——s ment-type frame. Approxi- 
mately 100 CFM. 13x5x2, 

sh. Howard #1075-3102, used, $4.50 


> | HEATSINKS 


rete age EEE 4 


& 7x4x|_ 1/8" ALUMINUM. DRILLED FOR 
& 3/TQ=3 #3T94| . unusED $2.75 
i 12ix5x1* aluminum w/3 or 4 T0=3 
Sh transistors. #HS-HSB used $3.95 
Hi = BLACK TAB MTG HEATSINK WIT 
ais: 2/2N3055 or EQUAL w/HOWR 
¥4) INSULATOR, RESISTORS 


| 

/ 

i 

42x) 1/8x23 (4 7/8) tote 
#HS\i/2T REMOVED $2.00 

#THS, drilled for TO-3; 4x3x1-1/8, 85¢ 4/$3. 
#WE-HID HEATSINK w/diode approx 100 PIV 25 
amp; Sxdxl7d. Used, $2.50 

FOXS, SAME AS ABOVE, ANODIZED ORILLED FOR 
00-4 clopes. 3+7/8x2sxI-1/8, 2 For $1.00 
DUAL. TO-36 HEATSINK, 3x3¢x1-3/8; flange 
mounting. #HSTO36, $.75 each or 3 for $1.00 

| 7OD525-8 HEATSINK, 5x3x1-9/16; drilled for 3 


large stud rectifiers (1" dia recesses), $2. 
as 


lied with two 25/32" dia. bi 
S lbs sh. Unused, $3.50 pea 
SERIES 680 HEATSINKS, 12° sq. NEW 
#1.0G-5e5, 1*® high with 0.35" dia. 
hole for rectifier, 85¢ ea. 
#.75A-16—-1, 0.75" high for W=3 
transistor, 75¢ ea. , 


3000 RPM (100 CFM 115 Vac 1500 2-| 
Pu). 4" dia intake; 23x3 out. Out} Jnana MODEL 
let mtg 4% dia. O/A 7x7x7s, 10 1b 
Torrington #A13980, unused $18.95 


fan blades. Open frame low- 


COMPACT AXIAL FANS 


% AXIAL FANS, 44% square 
K 15" thick; 115 Vac 
60 Hz. Removed from 
equipment; guaranteed. 
Rotron MUFFIN®or sim- 
ilar; 3-blade 14W $9. 
S=BLADE axial fan in metal frame; 
18 watts. Various manufacturers, used, $12. 


5-blade in metal houging, $11.95 


ROTRON 


sU2a3 
Small 3-1/8x3-1/8x1-5/8 size. 
Seven blade plastic fan in 
die cast housing. 115 VAC 60 
Hz. 2 lbs. sh. NEW, $12.95 


COOLING FaN, 
4~5/8* dia. rotationt no en- 
closure. Mounti bracket 
hole centers 5-7/8" apart. 
115 VAC 60 Hz. 2 lbs. sh. 
~Airtrol #11-2100, NEW, $4.95 


OPEN FRAME COOLING FANS, 115 VAC 
60 Hz; metal or nylon biades. Re- 
moved from equipment. 


#NCR-50, 5% blade rotation, $3.50 


HEATSINK ASSEMBLIES 


= sisting of five 123"L x 


, 19 transistors similar 
to 2N3055's. Assembly 
originally part of 4 V. 


Sk 
as-is or dismantle for parts. O/A 134x5xd, 


#75-422400 SERIES 400 HEATSINK Pe 
with two 18" dia. power rect- 4 
ifiers at least 100 PIV 100 iss 
amp each, Size: 5x5x6 w/1-5/8 
fins. 8 lbs. sh. Removed, $17. 

#75~4=400S SERIES 400 HEATSINK & 
with 7/8" dia. SCR at least 

100 PIV 100 amps. Size: 5x5x4, 

4 lbs. sh. Removed, $5.95 


CROWBAR. OVP 


of 40RCS5 SCR rated It 63 A 50 V- 
max. mounted with thermal switch 


has trigger voltage adjust 4-7 V, Use with 
5 ¥V supplies for overvaltage protection or 
modify for other uses. #CRBR-40, NEW, $3.50 


[O INCH CONDOR FAN 


* >. INC 10" dia CONDOR FAN, moves 
"air at rates 450-575 CFM at 
less than 49 dbm. S=-blade fan 

© set in 3.5" deep aluminum 
" housing. Motor has long-life 


© 5 lbs sh. Unused, $22.95 
ROTRON 7" dia FEATHER FAN, 270 CYM free air 
delivery; 23" depth. 3-blades, 3 lbs. $14.95 


HOWARD 44" square equipment fen for bres 
with 5/8" deep aluminum cast ee 
frame and five nylon blades. Fi aire 

Heavy duty motor rated 19 watts; Ti. sss 
overall depth 2-5/8". Removed ae 
from equipment. #1175-08, $9.95 


mounted in 9$x11¢ aluminum 


ter. Motor rated 105/125 VAc 
50/60 Hz 1/40 HP 3350 RPM; 


ed. 5%” depth behind panel. 


LARGE HEATSINK BANK con- 


x | 4 stainless steel ball bearings. 


| frame with 8x8 removable fil- 


IMC BOXER FAN®, 220/240 Vac 50/60 Hz 0.1 amp; 


ROTRON BT2a-1 BIscuIT’fan, right angle 1x2" 
out-take; 115 Vac 50/60 Hz 16 watts, $12.95 


5*W x 1"Th heatsinks and 


75 amp power supply. Use 
12 lbs sh. Removed f/equip. #HSB4-75, $16.95 


M7 SCR CROWBAR CIRCUIT, consists 


and two resistors. Potted assembly 


sue O~DLADE FAN, 65" dia rotation; 


4 mf 550 VAC capacitor includ- 
10 lbs sh. #B201/MD141, used, $14.95 


1) fe Kk A ie oe 
HEI Fe y Pik 


it 
ane 


add $30 for ‘*checked" price. Manuals, 
each when purchased with a meter. 
x KKK KK KK OK KK OK KOK KK OK OK 


HP-400D VIVM, 0.0001 to 300 V- 
rms in twelve ranges; -50O to 
+60 db. 10 Hz-4 Mhz response. 
23 lbs sh. Reparable, $65.00 
HP-400DR, same as above, ex- 
cept rackmount; 30 lbs. $60. 


Hr-412A DC VOLTMETER, 1 mv to 
1000 VDC in 13 ranges; also 

1 microamp to 1 amp and 1 ohm ““i@m.. 
to 100 megohms. Mirrored scale; 235 lbs. { 
HP-413AR DC NULL VOLTMETER, 13 zero-centered 
ranges from 1 mv-1000 VDC; rackmount. $60. 
HP=425AR DC MICROVOLT-AMMETER, 1 uv to 1 Vv 
and 1 p-amp to 3 ma; 28 lbs. Checked, $135. 
HP=450C MICROWAVE POWER METER, 0.1-10 mw over 
10 Mhz~-40 Ghz depending on thermister mount; |) 
21 lbs sh. Used, no thermister mount, $45.00 | 
HP=431B POWER METER, replaced HP-450C; 9 lbs J” 
sh wt. Used, no thermister mount, $85.00 


HP-460AR WIDEBAND PULSE AMPLIFIER, $45.00 
HP=202A FUNCTION GENERATOR, $65.00 

HP=212A PULSE GENERATOR, $50.00 a con 
HP-200CD WIDEBAND OSCILLATOR, $95.00 ae 


HP=-739AR FREQUENCY RESPONSE TEST SET, 300 Khz | 
to 10 Mhz in three ranges, $95.00 BA fe 
HP-405BR DC DIGITAL VOLTMETER, 0.001-999 ‘vpc; | 


design accuracy #0.2%, $85. HP-405CR, $95. — 


HEWLETT-PACKARD 650A TEST 
OSCILLATOR for 10 Hz to 
10 Mhz in six ranges. 
Output 30 mv to 30-volts 
600 ohm impedance. Out- 
put attenuator 0-50 db in” ts 
10 db steps, flat +1 db 


throughout range. 10$x19x15, MB le | 
48 lbs sh. Used, reparable, $95.00; Cabinet [7 
for 650A, add $10. Manual, $8.50 w/purchase. | | 


FLUKE. 60: 


FLUKE 803D AC=DC DIFFERENTIAL | © 
| VOLTMETER, 0.1-500 volts AC=DC. |” 
a | Designed accuracy: 40.2% (AC), | ~ 

a +0.05% (DC). Response 20 Hz to 
: e? ¢ @/ 10 kKhz. 115 vac 60 Hz required. 
ae oe 12¢x9sxl6, 35 lbs. Used $49.50 | 
, 603R, earlier rackmt vers $24. |” 


801, earlier DC only version of 803D, $19.95 


SG-321 LOW FREQUENCY 
FUNCTION GENERATOR, .008 
to 1200 Hz square, tri- 4; 
angular, or sine wave inj 
five multiplier ranges. 
Max. output: 33 p-p. 
Synch pulse 22.5 V peak 
neg., less than 5 u-sec . 
duration. Internal im- , - 
pedance: 40 ohms. Datyup balanced or single- 
ended; 19 tubes. Requires 115/230 VAC 50-40 
Hz. 12x193x147, 65 lbs sh. Unused, 365.00 


® *' 


AN/URM-23 RF POWER BRIDGE w/attenuator kit, 

1 to 4 Ghz, 5 m-5 watts; 50 lbs, $100.00 | 
AN/URM-32 FREQUENCY METER w/ AC power supply, 
125 Khz-1000 Mhz, $67.50; Checked, $99.50 
FR=114/TSM-16 FREQUENCY METZR w/6-NIXIE tube y 
readout, 20 Hz-1 Mhz; 70 lbs sh. $65.00 , 
SG-299 SQUARZWAVE GENERATOR 1 Hz-1 Mhz, $45. | 
TS-488A ECHO BOX, 8990-9610 Mhz, $225.00 | 
TV-7D/U TUBE CHECKER w/data; checked, $85.00 
TV-10D/U TUBE CHECKER w/data; checked, $95. ~ 


2400-3400 MHZ WAVEMETE 


TS-117/GP WAVEMETER TEST SET 
designed for frequency meas- | 
urements between 2400 and 
3400 Mhz. Used to measure 
antenna radiation, local os- 
cillator frequencies, rela- 
tive field strength, and ; 4 . 
relative output. Q from 1800 ~ cs er 
to 2000. Includes 50 u-ammeter, sensitivity | © 
vernier, and frequency micrometer with con— | ~ 
version tables. Accessories AS-25 directive — 
antenna, UG-185 cable, UG-57 and UG-131 adap 
ters and transit case. Uses N connectors. 
5x6x3, 15 lbs sh. Used, complete, $39.95 
Less accessories, $29.95 ; 


HEWLETT-PACKARD 606A, 50 Khz 
“to 60 Mh AM in six bands. 


| 4nto 50 ohms, vernier and 
step controlled. Features 
- constant output and modula- 
| tion and low distortion, 
ean 50 lbs sh. Used, checked, $795.00 
' TS-418/URM-49, 400-1000 Mhz AM, cw, pulse. 
"| Output: 0.2 to 200K uv into 50 ohms. 124x174 
"} *15¢, 70 lbs sh. Used, reparable, $175.00 


TS-419/URi-84, 900-2100 Mhz - 

CW and pulse @ 1 MW max. 

into 50 ohms. Repetition 

' Tate between 40 and 4000 

' pulse/sec. Delay: 3 to 300 

usec. 14x173x11, 50 lbs ae B, 
sh. Used, reparable, $165. te Fe8 

HEWLETT-PACKARD 608ER SIGNAL GENERATOR, 10 to 

480 Mhz AM; rackmount, Checked w/book, $595, 

TS-621/SG557 3.8-7.5 Ghz GENERATOR, write 


| AUDIO OSCILLATOR 


» TS-382* AUDIO OSCILLATOR, 
20 Hz To 20 KHz iN FouR 
BANDS. OQuTPpuT: 0 To 10 
voLTs across 1000 onms. 
WiTH BuiLT-iNn & ano 400 
| Hz REED FREQUENCY METER. 
Size: 10xl2ex18%, Sxpc. 
wr: 50 LBs. Net: 45 ces. 
Price: Useo, REPaRABLE, $49.50. CneckeD, $65. 


TS-382E AUDIO OSCILLATOR, MosT RECENT VERSION 
382. USED, REPARABLE, $60. filed Yer 


ETS- 
| TRANSIT CASE” F TS-382F ,” used, $10.00 


.8 TO 4.2 GHZ GENERATOR 


» TS-403 SIGNAL GENERATOR 
: similar to Hewlett- 
Packard 616B; 1.8 to 
4.2 Ghz directly cali- 
brated. Output 0.1 uv 
to 200K uv into 50 ohm 
load monitored on 33" 
round Power Level meter, 
Internal modulation 40 
f to 4000 Hz. External 
Bees emi. requires -40-+70 V; width 1 to 
} 2500 usec squarewave or modulated. Requires 
115/230 VAC 50-1000 Hz. 174x13§x13$, 70 lbs 
{| sh. Used-reparable $185. Manual, repro $10. 


KLYSTRON POWER 


HEWLETT-PACKARD 7154 KLYSTRON 
‘| POWER SUPPLY for low power : 
| klystron tubes. Output -250 
| to -400 VDC regulated 30 to 
{| SO ma for the beam electrodes 
‘and 0-900 VDC regulated for ¢ 
the reflector electrode. Re- 
flector volts can be modula- 
| ted by internal 1 Khz square 
Wave or externally; square : 

wave modulation adjustable up to 120 V peak- 
to-peak. Frequency modulation for 60 Hz sine 
wave 0-350 ras Requires 115/230 Vac 50-60 
Hz. 7$x1llixi 26 lbs sh. Used, with output 
cable, $49.50; Less,output cable, $39.50 


ME=71/FCC AUDIO LEVEL 
METER, covers 20 To 500 
KHZ CONTINUOUSLY TUNE= 
ABLE. AS SELECTIVE DE 
“TECTOR, #T MEASURES RF 
CARRIER AcRoss A 135 
. OHM BALANCED oR 600 onM 
oe rea UNBALANCED LINE. VARI 
_ ABLE ATTENUATOR PROVIDES INPUT SENSITIVETIES 
FROM ~-70 To =42 DBM §NOI CATED ON SH DEA. ME- 
TER. INCLUDES {00 KHz CALIBRATOR. [NPUT IM~ 
| PEDANCE; {OK oHMS,. AUDIO GAIN AND TWO PHONE 
JACKS. VARIOUS MODELS ("C" picTURED). POWER 
REQUERED: 115 VAC 60 Hz. 17x14x9; 4040 a 
ment w/NATIONAL=TYPE uae ee 
716, USED, REPARABLE 
ere avo $30. kn rie ieonG,, 


DISTORTION ANALYZER 


HEWLETT-PACKARD DISTORTION 
oe -ANALYZER MODEL 330BR. 


WiLL GIVE QUICK ACCURATE 


8 MEASUREMENTS OF DISTORTION 
On: ser ree * AS LOW aS 0.1% AT any FREQ 
FROM 20 cps To 20,000 cers 


TT WILL MALE NOISE MEASURMENTS OF VOLTAGES 
AS sMAL AS 100 MicROVOLTS. THE ANALYZER HAS 
HIGH SENSITIVITY ANO HIGH STABILITY. ITS CIR 
culT 20 DB AMPLIFIER,OSCILLISCOPE TERMINALS, 
AND PRECISION VACUUM TUBE VOLTMETER WHICH IS 
USEABLE SEPARATELY.EXCEPTIONALLY USEFULL FOR 
ALL KINDS OF AUDIO MEASUEMENTS IN RECORDING, 
BROADCAST, MOTION PICTURE, LABORATORY ETC.° 
S1ZE: :83x192x1 3h( eeaebiiaa WT: sHpG. 40 Les, 
PRICES: USED REPARABLE $185, CHECKED $225. 


TS-723-C SPECTRUM ANALYZER, MILITARY VERSTON 
oF HP-330B; Usep, REP, 165. CHECKED, $210 


FM SIGNAL GENERATOR 


SG-12/URM- _ FM SIGNAL GEN- 
ERATOR, 19.5 To {02 Maz FM & 
1N FIVE BANDS WITH DEVtA- 
TION RANGES O To 25, 
ano 100 KHz; 1000 H2 Moou- 
gees Atso-lF outputs on 
een 2.65, 2.88, 4.3, 
Ald 43, 5.0, 5.35, 15 Muy" 
PLUS TWO SPARE Posi flONse 
CALIBRATED OUTPUT VOLTAGES: ie ay) TO2.04 
vo_ts (RF); 0.5° tv to }.0 v oTeuy 1M 
PEDANCES: [0 oxms (RF) 3.25 ve (iF). With 
| Mxz AND/OR 2 MHZ» CRYSTA GALed BRATOR MARK= 


i eittad 


e ‘ 


2 
~~ 


Size: l2x)8 
Used, repa 


23. SHPGeWT: 85 LBs. 


bdee,~ $85.00; Checked, $140.00 
wtial repro, $12. TRANSIT CASE $15. 


[O KHZ TO .50 MHZ 


oo. AN/URM-25F SIGNAL GENERA- 
“4 TOR, covers 10 Khz to 50 
‘#Mhz AM in nine bands. RF 

7 output: o.1 to 100K micro- 
} volts into 50 ohms; 2 V 

, adjustable across high 

-) load impedance. Modula~- 
tion 0-50%, 400 or 1000 
Hz internal. 1 Mhz cali- 


Requires 115 VAC 50-100 Hz. 11Zxl4xlo#, 44 
lbs. Used, reparable, $145. Checked, 210. 00 


ACCESSORIES available w/purchase of URM-25F: 


CX-2919 Test Lead Adapter, $7.50 

CU-406 Impedance Matcher, 500 ohms up, $7.50 
cU-408 mapedanbe Matcher, 70 ohms, $7.50 

BNC Cables, 6", $1.00; 4 feet, $1.50 


SFECIAL. SALE VIVA! 


* 
** EK KK KK KR KR KK KOK HK eK KR OK OK HD 


VACUUM TUBE VOLTMETERS at reduced prices due 
to special quantity purchase. All are used. 


TS-505/U, ranges 0 to 2.5, 
§=10-25-50-100-250-500 Vrms 
plus 1000 VDC scale. Also 
Xl thru Xl Megohm ranges. 
Response: 30 Hz to 5 Mhz. 
With AC, DC, and ohm probes. 
{x9x6, 17 lbs. Reparable $45.8 
Now 320. Checked, 3708. 345. 
500 Mhz probe $10 w/ purchase. 
MANUAL, partial repro, $8.50 
HEWLETT-PACKARD 410B, features 
ie 20 Hz to 700 Mhz response with 
™ full scale ranges 1-3-10-S0-100 
* and 300 Vrms plus 1000 VDC. Re- 
sistence scales X1 thru 1 Meg. 
| High frequency AC probe has EA53/ 
2-01C tube. Weertges call sh. 
» Reparable Now $5 
chased: Pe sags Now $85.00 
Manual, $8. 50 with set b purchase. 
Pee similar elee- Z 
tronically to the HP-410B, 
set has added 0.02 to 1000 MA 
DC feature. Response to 100 
Mhz with AC probe and to 700 
Mhz with optional T-connector 
accessory. AC probe uses 6925/% 
EA52 tube. 7x63x9, 21 1bs sh. é 
Reparable, 455° $35. Checked, joec 365.00 
T-connector, $10 w/set. Manual, par-repro $10 


— 


ERS. Powe pr er rwey: 31 8G 230 VAC 50-1000 HZ. 


mera designed accuracy 40.05% above 10 Mhz 


BOOK=partial repro,$10. DA-109 Dummy Load $6 


REQUENCY COMPARATOR 


CM-212/USM=-144 FREQUENCY 


= - 


COMPARATOR, uaed with ae = “@o9 
frequency counters to : aii @ ‘an 
determine with high ac- oe. F 204 


curacy frequencies from , ae oe 
10 Mbz to 12.4 Ghz; simi- j 
lar to Hewlett-Packard ae ot rt % 
540A oscillator. Measures 
C¥, FM, and pulse modulated RF signals. Un- 
known signal is fed into USM-144 and is com- 
pared to a mixed frequency generated 

from a stable, continuously adjustable 
fundamental from 100 to 220 Mhz. Difference 
in the unknown is shown on 2° dia CRT (2BP1) 
display. Final determination of the input 
signal made by the zero beat of the fundamen- 
tal multiplied by the appropriate hermonic. 
Requires 115 VAC 50-440 Hz; 134x194x134, 65 
lbs sh wt. Used, reparablé, 399.50 


TRANSIT CASE $10 w/purchase. MANUAL $10 w/set 


O.1-10 GHZ FREQ. METER 


TS-186/UP FREQUENCY ME~ 
TER, measures frequen- 
* cies from 100 Mhz to 10 
Ghz using harmonics of 
a 50~1250 Mhz heterodyne 
oscillator. Zero beat 
dial readings are inter=- 
polated into Frequencies 
via_a calibration book. 
Zero beat indicated on 
an O-] .milliammeter ‘or 
monitored through a ‘600 ohm headphonéwfatk. 
RF signal input must be from) 500 MV. toe? V 
for proper use. With.jtubes 2C40, 955, SYS, 
2/0D3, and 5/6SI?@%Power required: 115 VAC 
50-1000 Hz. 9$x88220;.48 Ibs. sh. 

Used, reparable $@S $55. Checked, $65 $95. 
MANUAL f/TS-186, partial reproduction, $8.50 


VOLUME @ CURRENT METER 


NORTHERN RADIO 
MODEL 254 VOLUME 
and CURRENT LEVEL 
INDICATOR with 
54-step, 2 db per 
CMesaL..toe eee . step attenuator 
marked -40-0-426. Volume meter indicates -20 
to +3 db. Has input transformer 20-40000 Hz 
40.7 db 7500 ohms. Select either terminating 
or bridge input. Current meter shows 75-0-75 
MA DC. With tubes OA2, 6C4, 6X4, and 12A0U7. 
Power required: 115/230 VAC 60 Hz. Size: 54x 
19x7%; 18 lbs sh. Unused w/manual, 360.00 


COMVERCIAL TEST EQUIPMENT, used-reparable: 
BOONTON 202H AM+FM GENERATOR, 54-216 Mhz $350 
BOONTON 207H UNIVERTER, 100 Khz-50 Mhz freg- 
uenoy range extender for 202H, $75.00 
BOONTON 190A Q-METER, 20-260 Mhz, $235.00 
GENERAL RADIO 916A RF BRIDGE; $195.00 
GR-1652 RESISTANCE LIMIT BRIDGE, $100.00 


PSM-6 MULTIMETER 


AN/PSM-6 MULTIMETER, rug- 
ged compact unit 4" dia. 
50 microamp meter. Ranges 
0.5-2.5-10-50-250-1000 VDC 
(1K ohm/v or 20K ohm/v) 
and VAC; 100 microamps to 
1 amp DC. Also ohms multi- 
plier scales 41 thru Z1OK 
ohms. Readings to 5000 VDC 
and 10 amps possible when 
used with accessory adapt- 
ers which are not available 
Requires 15.4 VDC battery tapped at 1.34 V. 
With test leads. 83x7Zx4s, 12 lbs sh wt. 
Used, reparable 45.00 ; 


PULSE GENERATOR 


RUTHERFORD .B7F PULSE GEN-....semeRieE 
ERATOR with 2 Hz to 2 Mhz. = 
repetition rate in five D > Ve] 3 
bands. Pulse delay: 0.0 S ¥ 
to 10K u-sec. Width: 0.05. , J 5 & se | 
to 10K u-sec. Pulse out- ie, KEN . 
put 50 V min. into 50 ohm load, 

positive or negative. Rise/fall time 0.015 
u-sec. Syne pulse out 10 V min., 0.05 usec 
width; 0.05 usec risetime, positive polarity. 
Requires 115 VAC 50-60 Hz. 8*x194x13, 50 lbs 
shwt. Used, reparable, 375.00 
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QVAL-TRACE PRICE-cuTS 


AN/USM-140C OSCILLOSCOPE, 
DC to 30 MHZ MAINFRAME, 
StmitaR To H-P |70A. IN- 
cLubes MX-2930 DUAL=TRACE 
VERTICAL PLUG-IN WITH DC 

To 22 MHZ PASSBAND. |NPUT 
IMPEDANCE: | MEG-OHM SHUNT- 
ED BY 30 PF. INPUT SENSI- 
tivity: 0.02 vort/com To 20 
ve/CM. FUNCTIONS: CHANNEL 


CHOPPED, A-B, AND ALTERNATE. HORIZONTAL 
U-SEC/CM To 


3078 PLUG-1N SWEEP RATE: O.| 


) sec/com, Hortz. SENSITIVITY: 0.1 V/cM To 
10 v/cm. MaGNiFtER XI To XI00 LN SEVEN 
sTePs. CALIBRATOR: 0.2 Mv To 100 v. EN NINE 
RANGES. Power REQUIRED: 115/230 VAC 50-1000 
Hz. Size: 148x19x22; Supe, wt: 110 tes 


USED, REPARABLE, $195. CHECKED, $295. 


¢ 1805 SCOPE, DC-30 Mhz mainframe simi- 
> THK 545A; used-reparable, $165.00 


Ss OEE 


LOSCOPER CLosE-oUT 


PRICE: 
HICKC 


£ 
. 
> 


ar 


23 OSCILLOSCOPE, 
ith triggered 


v 


é delay; S-step 
nuator from 1:1 
CRT; 80 lbs sh. 


vertical att 
136254, 0% 
U reparable, $79.50 
copes, used-reparable: 
NT 294A DC to 14 Mhz SCOPE : 
tC power supply; 150 lbs sh., $60.00 
524 SCOPE, DC-300 Khz, 75 lbs., $55. 
ONT 401A SCOPE, DC-500 Khz, 50 lbs., $75. 
< 770 SCOPE, DC-5 Mhz, 60 lbs., $57.50 
JPN SCOPE, 1 Khz-5 Mhz, 110 lbs $47.50 


' DUMONT 304H OSCILLOSCOPE, has 
big 5"° CRT (SCP1). DC to 100 
; Khz response; usable to 300 
| Khz. 100 MV full scale verti- 
cal sensitivity. Sweep: 2-30 
Khz. Max. sweep rate: 1" per 
u-sec. Input impedance: 2 meg- 
ohms paralleled by 50 pf. 
Graticule not included. Power 
required: 115/230 VAC 50-60 Hz 


MONT SO4A SCOPE, same as “H" model, but 
ses 5SADP1 flat-faced CRT. Used, rep., $50. 
NUAL for 304A or H, partial repro., $8.50 


TS-12735 OSCILLOSCOPE, 
originally the display 
unit for a radar test 
set, but appears to be 

a good foundation for 

a@ compact seope. Fea- 
tures a 5" sq. flat-face 
(4MP1) CRT. 50 Hz-6 Mhz 
response; 0.05 u-sec 
risetime. Input attenu- 
ation ranges: .05, .l, 
e045 Oye ey 2 5) OOo and 
electable input imped: 7 megohms 
or 75 ohms. Controls for vertical, 
al, astig., focus, intensity, vert. 
tor, and impedance. With CRT shield, 

, and tubes 4MP1, 2/1V2, 5/5814, 2/6BQ5. 
DP generator, horiz. amp, or blanking 
S, Requires 250 VDC deflection volts; 
nd -1500 VDC high voltage originally 
ied from internal oscillator type 
ce. Schematic incld. 17x4#x8; 12 lbs. sh, 
d, w/all tubes, $30. W/4MPl only, $25. 


ME-6D VOLTMETER 


ME-6D/U VTVM, covers 0.005 to 500 
V-rms in six ranges and =65 to 57 
db. Built-in 15 Hz-250 Khz wide- 
band amplifier with max. voltage 
gain of 4500; minimal distortion 
to 23 VAC output. 115 VAC 50-400 
Hz. 114x6$x5§, 14 lbs sh wt. 
—SUsed-reparable, $20. Checked, $40. 
___MANUAL £/ME-6D, partial repro 38.50 
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8500-9600 MHZ TES! 
TS-148/UP SPECTRUM ANALYZER, 
8470-9630 Mhz with 3" CRT 2 
(3BP1) display. Measures 
frequencies of cavities, 
echo boxes, magnetrons, and 
local oscillators. Receives 
CW and pulse; transmits CW ¥ 
and FM carrier. 1 MW power 
output (2K25). Max. spectra 
dispersion: 1.5 Mhz/in. Requires 115 VAC 60 
Hz. 19x13¢x25, 45 lbs sh. Used, $50.00 


AN/UPM-33 TEST SET, includes 1T3-148/UP, wave | | 
guides, horn antenna, cables, transit case, — 


and_manual j"60.1bs sh. Used, sesso 
AN/TRM-3 SWEEP GEN. 15-400 Mhz AM-FM, $295. 
“AN/URM-76 TEST METER for AN/ARC-34, $50.00 ~ 
AN/USM-45 CALIBRATOR SET, 200-11200 Mhz $175. 
ME-22 DB METER, 0.2-35 Khz, -45-425 dbm, $60. | 
15-413 SIGNAL GENERATOR, 75 Khz-40 Mhz, $80. 


KAY 1114 SWEEP GENER- 
aTOR, 10-950 Mhz in 
two bands. Sweep 
width 50 Khz-40 Mhz 
continuously variable. 
Sweep rate variable 
around 60 Hz; locks at™==—25 
line frequency. RF output: : 
0.15 Vrms (Hi) or 0.07 Vrms (Lo) into 70 ohm. 
Sweep output approx. 20 V regular sawtooth. 
Has micrometer frequency readout and uses 
es. 


two 2K25 tubes in the oscillator. 9x19x17 
45 lbs sh. Used-reparable w/good 2K25's, 


SSB TEST EQU|PMENT 


a SG-576 TRANSISTORIZED 
ty TWO-TONE I.F. SIGNAL 
Wy GENSRATOR for testing 
> SSB equipment. Has : 
two 20 Hz=-20 Khz aud- 

io oscillators and 
cillators. IF output: 
497.5, 498.5, 501.5, or 502.5 Khz only; also 
497.5 & 498.5 or 501.5 & 502.5 Khz simultan- 
sously. Output levels: 2-2.5 V into 600 ohms 
(AF); 1-1.25 V into 50 ohms (IF) with atten- 
uation to 100 db in 1 or 10 db steps. De- 
signed distortion less than 60 db below max 
signal. Requires 115 Vac 50-450 Hz. 5$x19xll 
35 lbs sh. Used-reparable $1355; Chkd., $195. 
MANUAL for SG-376, $7.50 if purchased w/set, - 


SG-823/URM-144 TWO- 

TONE REFERENCE SIG— gins 
NAL GENERATOR, used 
in the measuring of 
receiver sensitivity 
and SSB transmitter 
distortion. Provides abe 
two RF outputs which can be used independ- 
ently or in combination with no intermodula- 
tion effects. Frequency outputs: 2.0, 3.6, 
4.0, 7.2, 8.0, 14.4, 16.0; 28.8 Mhz at 100K 
u-volts max into 50 ohms. Frequency adjust 
40.05% (tone A), £0.0025% (B). Distortion at: 
least 60 db below max signal. Requires 115 
VAC 60 or 400 Hz. 5$x19xll, 35 lbs sh wt. 
Used, reparable, $125.00; Checked, $185.00 
MANUAL for SG=823, $7.50 if purchased w/set. 


> 


MK56 PHASE-TEST SCOPE, essen- — 
tially an OS-8 oscilloscope ~ 
modified to check phasing of 

selsyns and synchros. Major ~ 

changes are the addition of a 
} phase tune 0-360° dial and en- 
| larged case. Unit has 3RPi CRT 
DC to 2 Mhz vertical, and DC 

to 500 Khz horizontal response 
Sweep: 3 to 50 Khz. Input im-. 
pedance: 9 megohms shunted by 1] | 
pf. Schematic incld. Requires 115 Vac 50-1000 
Hz. 9$x9$x17, 24 lbs sh. Used, reparable $55, 


ORION AC YVTVM 


ORION V-100M VACUUM TUBE 

o> VOLTMETER with 6*w X 4$"h 
‘mirrored scale; similar to 
- Hewlett-Packard 400H. Twelve 
4full scale meter ranges_from| — 
170.001 to 300 VAC (rms) or 
-60 to +50 DB. Response 10 q 
. Hz to 4 Mhz. Input impedance 


. Requires 115/230 VAC || 
50-1000 Hz. 114x7%x1l¥, 22° 


lbs sh, Used, reparable, $45. Checked, $75, 


m OATA TECH S3i3 ia 


DIGITAL PANEL METER, 0-20 | 
VDC 3$ digits; Data Tech ~ 
Model 5313-220, Acouracy: 
+0.1% reading plus one ~ 
count. Input impedance: 
10 megohms. Has Sperry 
7-segment 0.5” readouts. 
Also auto polarity, overvoltage protection 
#200 V., 

Uses standard TTL and linear IC's for easy 
repair. Manual and schematic included. 4"Ww x 
1-7/8"H x 5#"D. 3 lbs sh. Checked, $39.50 


TV-2 TUBE TESTER 


TV-2 DYNAMIC MUTUAL CONDUCT- 
~ S ANCE TUBE TESTER, checks 

“7 most military and older com- 
mercial receiving and low 
power xmmitting tubes. Test 
sockets for 4,5,6,7-pin, 7- 
and 9-pin miniature, loctal, 
octal, acorn, sub-mini flat 
and round tube bases. Mea- 
sures mutual conductance, 
emission, gas, noise, and 
shorts. Meters for filament, 
Morid, plate, screen, signal, 
Y and transconductance (per- 
Ji. cent quality). Theoretical- 
ly, a tube not listed on the roll data chart 
can be tested by setting the proper voltages 
on the meters provided those voltages are 
known. Requires 115 VaC 50-1600 Hz. 17£x8% 
x164, 50 lbs sh wt. Used, reparable, $75.00; 
Checked, $110. MANUAL, partial repro., $10. 


AN/USM=50 OSCILLOSCOPE, 
3 Hz to 15 Mhz response 
with sweep delay and 
SADP1 CRT. Sweep contin= 
uously adjustable 0.17 
to 37.5K usec. Risetime: 
0.022 usec.e. Markers at i 
0.2, 1, 5, 20, 100, 500, 
2K usec. Vertical input ~e 
impedance: 1 megohm shunted by 40 pf, Hori-= 
zontal: 1 megohm shunted by 30 pf. Calibra= 
tion: 1 Khz adjustable 20-200 mv. External 
connections possible to vertical plate and» | 
horizontal amp. Less probes. Pee | 80074) 
lbs sh. Used, reparable’ $75. Checked, $125. | 
MANUAL 


FR-149 FREQUENCY METER 


IN THREE RANGES: 
2.5 MHz, 2.5-65 MHZ, AND 
65-{000 MHz. CAN BE USED 
—} AS A SIGNAL GENERATOR BY 
*- PROVIDING EITHER MODULATED 
: OR UNMODULATED SIGNALS. 
FREQUENCY FUNDAMENTALS READ DIRECTLY FROM 
MAGNIFIED AND ILLUMINATED CALIBRATED FILM 
STRIP AND THEN INTERPOLATED IN ACCOMPANYING 
CALIBRATION BOOK. OPERATES FROM EITHER SIX 
"DO" CELL BATTERIES OR FROM 115/230 VAC 50-450 
Hz. Size: tltxtl4xl3; Supe. wt: 33 ces. 
Usep, REPARABLE, $99.50 CHECKED, $150.00 


partial reproduction, $10.00 


TS-34A/UP SCOPE, 30. 
Hz to 1 Mhz response 
with 2APl ORT. Rise- |. 
time: 0.25-30K usec. 

Sweep adjustable in 3 yg 
ranges from 10=50000 Hz. 
Z Input impedance: 62 ohm ~ 
(low) or 430K ohms (hi). Input sensitivity: 
0.1 to 1 V at low impedance. 6x6x15, 40 lbs 
sh. Gov't recond., $65. Manual, $8.50 w/set 


‘) SCOPE, British made, uses 
1 FC cards for pre-amp, de- 
'*@ flection amp, time base, 
intensity mod, and sweep 
amp; provision for delay, 
trigger pick-off, and 


weep Can be easily changed to 

t. Standard oscilloscope controls 
g 0.1=10 V/div attenuator in 7=steps, 

usec=10 msec time base 5-steps, X2 multi- 
er; Time Base Shift, Free Run/Single Shot, 
Slightly bent frame; less case and pow- 

er lug. Requires 115 Vac 60 Hz or 12 VDC 1 
- 9x17x25, 63 lbs sh. (Can be shipped UPS 

| two packages.) Used, reparable, $50.00 


0S-106/USM-117 TRANSISTORIZED SCOPE, DC to 5 
‘Mhz w/MX-2996 high gain plug-in; has dual- 
trace capabilities with proper plug-in. Com- 

act 8¢x94x143 size, 28 lbs. Used, repara- 


ble, oe. Checked, $285. Manual, repro $15. 


Uchabtilllhohs Al SCOPE 


ree MEASURES BIAS AND 
DISTORTION OF START-STOP ANC 
‘SYNCHRONOUS TELEGRAPH SIGNAL 
ON A Ot see INPUT SPEEDS 
APPROX. po weal 9 UNIT CODE), 
60,75,100 wem 7.42 code, ANt 
BAUD SPEED EQUIVELENTS TO 
75, 100 wem (10.42 untT cope). INPUT IMP. 
1 100 OHMS FOR 60MA NEUTRAL; 300 OHMS FOR 20MA 
} NeuTRAL AND 30mA PoLaR. MEASUREMENT RANGE O- 
50% MARKING, OR SPACING BIAS AND DISTORTION. 
uBes: SkPI, 5651, OA2,3/12AT7, 6X4, 0B2, 3/5963, 
726. POWER REQUIRED 115/230v 60Hz. x8x15 ” 
= : 24 LBS. USED REPARABLE $34.95 
: FOUNDATION untT)Less C.R, TUBE 24.75 


MULTIMETER 


ME-9/TS-352 MULTIMETER, PORTABLE 
GENERAL PURPOSE VOM. 1600 OHMS 
—voLtT AC-DC sensitivity or 20,000 


'OHMS/V. SENS. DC ONLY. MEASURES 


AC-DC voLTs FRoM 2.5 To 1000 v. 
IN SIX RANGES. DC amps FROM 250 
U-amps To 10 AMPS IN EIGHT 
SCALES; OHMS FROM x| a xlOK. 
With 4" meter (FS=50 u JACK 
For 5000 VDC @ 20,000 RIAs 
NO TEST LEADS. REQUIRES THREE 44 VDC AND 
E.# VDC BATTERIES (NoT AVAILABLE) « Size: 
x63 a wT: cet! LBs. USED. 
29.95; CHECKED, $39.95 


AC VOLTS RANGES FROM |.2 To 
120 VAC in six steps; DC vo_ts 
FROM 1.2 To 300 VDC. FREQUEN- 


ALS: 40 Hz To 50 KHz; or ; 

P10 Kkz To 150 MHz USING PROBES. @ 

/WitH BotH AC ano DC proses. 

POWER Ss eae 115 VAC 60 Hz. 
103x103x68; - SHec. WT: a 2 LBS. 


USED. 
PRicE; REPARABLE, $18.95 


M~1. SIGNAL GENERATOR, om 
3 0.19-400 Mhz AM rape 
two RF oscillators 
-32 (0.19-30 Mhz in 5- 
Bd and SG-33 (30-400 


external. Output: 2.5 

> 100K u-volts in nine 

teps;, ohm impedance. _— 
it-in voltmeter measures 0-3-30-600 vpe, 
50-500 VAC, and 0-10-100-1000 MW. Also 


Abas freq. range when proper coupler 
load (not included) is used. Write 
_avatlability/price of cb Ma tay Re- 


TEKTRONIX 


TEXTRONIX manufactured test 
equipment removed from ser~ 
‘vice. Sold in "used, repar- 
able” condition. Write for 
= "checked" price. Scopes re- 
s quiring plug-ins are sold 
"less plug-in.” Qty. ltd. 


TYPE 511AD 5 Hz to 10 Mhz, $85.00 
514D DC to 10 Mhz w/delay, $100.00 
531 DC to 15 Mhz, plug-in type, 125.00 
533 DC to 15 Mhz, plug-in type, 135.00 
SS5A DC to 15 Mhz, plug-in type 

with sweep delay, 185.00 
536 DC to 10 Mhz K-¥ scope w/T plug-in; 
requires additional plug-in $225. 
5454 DC to 30 Mhz single time base; —~ 
X100 mag., plug-in type, $215.00 
545 DC to SO Mhz with sweep delay, two 
time base; plug-in type, $225.00 
545A later model 545; price includes 
dual~trace CA, plug-in, $325.00 
551 DUAL BEAM to 25 Mhz, uses two plug=- 
ins; with ext power supply 3250.00 
555 DUAL BEAM to 30 Mhz aes delay, 
Type 21 and 22 time base plug-ins 
and external power supply; requires 
two vertioal plug-ins, - $295.00 
RMS61A compact scope w/2B67 time base 
plug-in and choice of 2A60 1 Mhz or 
24635 300 Khz diff. plug-in, $245. 
RM567 DIGITAL READOUT SCOPE w/Type 6R1 
display; requires 3876 and 3177 
plug-ins (not available), $2355.00 
575 TRANSISTOR CURVE TRACER SCOPE, $250 
585A DC to 80 Mhz with sweep delay 
and 82 dual-trace plug-in, $425.00 


TEKTRONIX TYPE 82 DUAL-TRACE 
COPE PLUG-IN, DC to 80 Mhz 
zea ppaas for S80-series 175 oi 

* * * oo 
TE pth CA Haein pc 
to 24 Mhz for 530, 540, and 
550-series ~800ReS $110. 90 


Other il ae amp AONE : 

for Tektronix scopes and similar ones by 
other manufacturers. Add $10 for units of 
Tektronix manufacture. All “*used-reparable*: 
TYPE B, Wide-band, high-gain, $35.00 
TYPE D, High-gain, DO differential, $25.00 
TYPE z, Low-level, AC differential, 5.00 
TYPE G, Wide-band, DC differential, $20.00 
TEK TYPE 53/54K, Fast-rise, 5.00 
TYPE L, Fast-rise, high-gain, $55.00 
TEX 2867 Time Base for 560-Series, $95.00 
THK 10A2A DC-100 Mhz dual-trace £/647 3195. 


_ TEXTRONIX 180A TIME-MARK GEN- 

,ERATOR, 14 time-mark intervals 
rom 1 u-see to 5 seconds. 

Three sine wave freq: 5, 10, & 
50 Mhz. Trigger rate freq: ie 

10, 100 Hz and 1, 10, 100 Khz. 

@ Power required: 115/230 vac 
50-60 Hz. Size: 132x10x16%, 

Ss 37 lbs sh. Used, poporavte #38 
Used, checked, %100.00 


TEKTRONIX 105 SQUARE WAVE GENERATOR, 25 Hz 
to 1 Mhz diréctly readable on meter, $85.00 


TEK 107 SQUARE WAVE GENERATOR 400-1K Hz, $60. 

TEX 160A POWER SUPPLY f/sequence rack, $25.00 

TEX 161 PULSE GENERATOR module, $25.00 

TEX 162 WAVEFORM GENERATOR module, $25.00 | 

TEK 163 FAST-RISE PULSE GENERATOR module, $25 

THK 161 -TIME-MaRK GUNERATOR, 1-10-100-1000- 
plus 10 Mhz sine wave, $60.00 


TEXTRONIX 190A CONSTANT~- 
AMPLITUDE SIGNAL GENERATOR 
with 1904 attenuator unit; 
produces sine waves at 
constant amplitude in the 
550 Khz to 50 Mhz range. 
Six bands; output continu- 
ously variable over entire 
» Tange. Also 50 Khz posi- 

* tion variable over narrow 
; band, Output amplitude 
variable from 40 mv to 


so, 
10 Vv peak=t ospeak. 190A attenuator attenu- 
ates 0.1, 0.25, 0.5, 1, 2.5, 5, and 10 at 
nominal impedance of 52 ohms. Requires 115/ 
230 VAC 50-400 Hz. 9§x134x11; 30 lbs sh wt. 
Used-reparable $145. $125. Cheokea ie 


LM FREQUENCY METE 


w IM FREQUENCY METER, crystal 
# calibrated unit covers 125 to 
20,000 Khz-in two bands. De- 
signa accuracy better than 
0.02%. Output 250 uv minimum; 
600 ohm impedance. 40% AM 
modulation at 500 Ha. With 
calibration book, 1000 Khz 
, hes crystal, and tubes 6A7, 76, 
afer, Requires 12 VY 600 ma ac, 260- 475 
Las 20- ma. 8 x8x6%, 14 lbs sh wt. Gov't- 
reconditioned, $24.95; MANUAL, $7.50 w/set. 
Power input connector for meter, $3.00 


SIGNAL GENERATORS 


AN/URM-25 SIGNAL GENERATOR, 

older version of URM-25F, 

10 Khz-50 Mhz AM.in @fine 

bands. Output 0-100K av in- 

to 50 96hins,, Mod we] #3 on" 6-50% 

400 or =i000 Hz’ internal. One 

Mhz crystal calibraster] ‘Re- | 

quires 115 VAG 50- 2000 Hz. has front cover; 
11gx14x¥0%, @4>1hs shv USed, reparable, $85. 
Check ea) $130. ° ACCESSORIES available w/pur- 
ohasé of a MX-1487 impedance adptr 36. 
MANUAL, $10. SM-35 antenna simulator, 35. 


CN-223 5:1 Et rattiathe $5. CN-224 10; 1, $6. 
* OK KK RK OK OK OK OK OK RO * oe & 


a eres cae 
8 TO 405 MHZ BeGottirersres 
me, “Version of URM=-26B, 
3-405 Mhz AM-CW ins ei PERE output.0.1 to 
50K uv into 50 ohmsm0-50% internal modula- 
tion, 400 or 1000 Hz. Abatites 115 VAC. eo 
1000 Hz. 11$x153x10%, 42 lbs shavt, a 
Used, reparable, 390s0035° Checked, v155. OO. 


MANUAL, partia® Beproduction, $10v00 
CN=179 10:1 or ‘MXs1289: adapter, $7.50 each, 


PLUG-INS FoR HP-524 ano 

SIMILAR COUNTERS. USED, 

REP. AoD $10 FoR HP MFG. 

MX-1637 10-100 Muz, oat 

CV-594 100-220 NHZ, 

HP-525C 100-500 Muz Kio 
$25. 00. 


HP~526A Video Aue, $ 

MX-1636 TIME INTERVAL, 

HP-526C Perton MULTIPLIER, $40.00 

TRANSIT CASES F/525-526 pLuc-ins. STEEL (| 
8x8), $5.00. FiBerciass ( 144x94x9), $10. ; A 


TS-510A/USM-44A SIGNAL 
GENERATOR, 10 to 420 Mhz 
AM, CW, and pulsed carri 
er, Internal modulation 
400 or 1000 Hz. Extern- 
al mod: 100 Hz to 20 Khz 
Output: 0.1 uvolt to 
0.5 volt into a 50 ohm 
load. Large 34" round 
meters indicate Percent 
Modulation and Output 
Volts-DBM. With built-in 
1 Mhz and 5 Mhz crystal calibrator. Similar 
to Hewlett-Packard 608D, Power required: 
115/230 VAC 50-1000 Hz. 133 x16x21, 80 lbs. 
Geet, Eogereble wim output, Saga fies. 
MANUAL for TS-510A, partial reproduction $10, 


4 T0 405 MHZ GENERATOR 


SG+117/URM-26B SIGNAL GEN- 
ERATOR, 4.0 to 405.0 Mhz 
AM-CW-pulse in six bands. 
Compact unit has 0.1 to 
100K u-volt output @ 50 
ohms. Modulation 400 or 
1000 Hz 0-50%. External 
pulse-mod requires posi- 
tive 40 V min., 50-5000 
pps; duration 2-40 u-sec and 70 ohm faces im~- 
pedance, Requires 115 VAC 50-1000 Hz. lidxi4 
x10$, 36 lbs sh wt. Used, reparable, $175.00 
Checked, $225.00; Manual, partial repro. $10. 
ACCESSORIES sold only w/purchase of URM-26B: 
CN=-315 2:1 attenuator, 50 ohms, $6.00 
CN-318 10:1 50n$7.50 CN-471 jo: 1 70n $8, 
CU=439 impedance matcher, $7.50 ~ 
BNC cords, 4 ft, $1.25; 6", $1.00 
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TAKE 30% OFF : ‘a7 
PRICE ALL ITEMS THIS COLUMN <i 
COMPUTER FOUNDATION COMPUTER TERM! 


BY 4 


“PRINTER MECHANISM 


MATRIX PRINTER MECHANISM, 
precision German-made 
mechanism used in a 

U.S. assembled matrix 
printer which had 


: Pit DISPLAY CIRCUIT BOARD wiTH a 
Le ee EIGHT 3/8" 7—seoMENT LED READ- He pel a A aNd ie Bi 
bh eS 


OUTS, EIGHT RED LED's, 15 TERMINAL AS DESCRIBE 
DIN 
~ DARLINGTONS, 8 PNP TRANSISTORS | jy Sept. '76 1ssuE oF 73 


3/C4003 sHIFT REGISTERS, PLUS OTHER COMPON- ra 
Se ea 2S . AGAZINE. ONSISTS OF 
ny Depa eh aot ENTS, BLOCK DIAGRAM. |Ox3$, #£0R7700, $9.95 MAGAZINE. | C MAGNET CALLY 
DtaGirecti on = 
15R 6 ; sm es j DEFLECTED CR INTERNA 
or 0-156 columns. In COMMUNICATIONS CIRCUIT BOARD, fame DC-To-0C Ant ehl 10 ky 
cludes single platen, ribbon — CONTAINS MODEM CARD WITH 7 ike} Nae vay a reper ci 
drive, motors, belts, paper guides, etc, In 1458 OP amps (no SCHEMATIC). | ey y 4 Ma voneeen ober cevraer ane 
26"Wx63;"Hx20"D beige plastic case with cast- [iain BoaRo HAS TMS-60]1 UART, | ime pce! t L \d S, 


AND INTERNAL MUFFIN FAN. 


aluminum base, Cover lifts for easy access. INPUT .SHIFT REGISTERS, AND NO FEROS MOE E Ue el ea = tor 
> — 


Add your own control/interface electronics GATES (TEN IC's). ALSO INPUT TRANSFORMERS FOR : 
and print heads and make it. operational. MODEMS, SELECT WIRING FOR 4- OR 2-LINE INPUT, oni Sopa g Utes Ot iL 
sh wt. #MPM/MI2, unused, $79.50 AND LEVELS 0 08M, -3 DBM, -6 08M, OR -9 DBM. SH wt: 100 Le 75 Les. NET “keh $59 30° “yy 
/MI2 MECHANISM, same as above except MODEM INFO, BLOCK DLAGRAM. #ECRI6OO, $12.95 : igs , >. USED) SSS ae 
al platen; 80° 1bs* sh. Unused, $150.00 fo = eee Rene Kn een ere 
ex sie IMPRINTER LOGIC BOARD, THREE 
00 voLtT 4 AMP TRIACS DRIVEN 


STAND for above; 25"H with 15x24 top 


. bolting on desk top or cabinet. op rs 

s ind foot panel. Welded steel’ con- Sei ee ipa tab lst Oat ine CPM CHERRY 7S-KEY KEY~ sepium 
| struction; chocolate brown. 26 lbs sh. Ship= SHIFT REGISTERS, EIGHT DARLINGTONS, EIGHT eee eee eres OT Bibel 

ped bus or truck only. #PSD/MI2, used, $20. PNP's. 3/9002, ano a 4049 Hex BuFFER/CONVERT- ee eobstre ia 
KEYBOARD ENCLOSURE as used with Datanetiss as W/sLock oracram, 10x4, #ECRI060, #795 0-9 key pad: in- 

ee “i described below: 1. $14. r ° fis eee ‘ ter, Period, Comma. : 

1. deabri ted Raton ste Atel een Pe arte Met Bln Lares PEATE] | hd No electtonica on keyboard. Keys can be un= 
[DaTAI ETICS KEYBOARD as used i] 2/4003 ele nate Hebden ae eS ee soldered for replacement. Boards are little - 
jwith matrix printer. 75 keys; SPE EG?. 3/4002 RAM's, AND 8/406} ae aps used in good condition. 154x6jxl¢, 3 lbs sh. | 
1 AS encoded. Requires <5, m ROM's. ALSo A 4.704 MHZ CRYSTAL, FIVE OTHER #COM-B65-59AB, complete as pictured, $22.00 — 
1-12 VDC, Assembled keyboard 1 = ; ? #SPA-B65-59AB, as above but no space bar Se 
fwi tt unassembled, unpainted enclosure. Edge IC's FoR aes rsa rene oe ean SOCKETS, BLOC #MIS-B65-59AB, * « " ” ® * and 
; 30 t hardware, pinouts incld. $69.50 DIAGRAM ~ I0XxO, LBS. #tCRI620, $15.95 missing 4 to 6 key switches, $9.00 ; 
= MICROCOMPUTER POWER SUPPLY, uses @ PPAR“EOO SUAS, tetasi og et 208 ie 

e Two 'S- TERMINAL REGUL AeA Ee nua ua ie switches; suitable for parts only, $6 2/$10 | 


723 with TIP3055 TRANSISTOR. 


.. #217D-242 CARRIAGE-RIBBON Input: 115 VAC 60 Hz; OurruT: -25 % | ‘iin 

ee (2) MOTOR DRIVER BOARD, provided |vOc 180 ma; -5 VDC 800 ma, -15 : p TV GAME SWITCHES 

a cea aa ; outputs for red/blk. ribbon VDC |.25 amps. WITH SCHEMATIC. SIZE; hs gener os ae 
Pe « solenoid, ribbon motors, and |34x54x4; Supe. wt: 10 Les. #ECRPS-744, $15.00 i aves TV GAME SWITCH as 


carriage as well as voltages used on many TV 


for Processor, Controller, ES CREDIT CARD SCANNER, UsES AN ( ae video games; 300 ~ 
and RAM PCB's. Has power ee. : OPTICAL SYSTEM’ TO READ THE ohms, RCA jack, | 
transistors 6/TIP142, 3/TIP- ¢ RAISED NUMBERS OF A CREDIT 4" twin lead. 23x | 
ee 140, 3/TIP145, 2/TIP2955, Raye CARD INTO IN PHOTO ARRAY. HAS| jen ye L:1b. ass 
2/11%520T-12, 2N3055, ete and 74-series IC's; cs 3 SMALL AC MOTOR TO DRIVE CARD : TW-TVGS, $1.95 


| #217D-243 PAPER FEED #1/ 

FEAD DRIVER PCB, provides 

outputs for printhead needles, 

es for carriage/ribbon 

» 1/0 for optical 

1d output to paper 

#2. Has transistors 13/ " 
2/TIP145, 2N3055, te! 


-49 -5 -9 VDC req. With pin-outs, $16.95 J THROUGH THE READER. ALSO SHIELDED TV GaME SWITCH, “Game* RCA jack in- 
2 LIGHT AND PLASTIC OPTICS, TWO! put is shielded from TV inputs; 300 ohms. 

RockweLtLt {C's 1056! ano 15120. WITH DIAGRAM 2$x3x1 box also has two screw terminals. 

OF CONNECTOR WIRING. Dx5x4, #£CR2020, $7.95 Other uses possible. #JA-TVGS, $2.95 


20-KEY KEYBOARD, 5/8" square POWER SUPPIY BOARD f/printer: 41 IC's & sock- 
BUSINESS KEYS WITH CHARACTERS; ; i ets (mostly 74-series); 32 power transistors | 


QO THRU 9, CLR, RST, CRED, CASH, Bais ig (mostly 10 amp TIP-140-142~145); 3/VTA200-s. 
ei SEND, RET, CODE, $,’ ano a ; 200 V 25 A bridges; 5/1N3890 100 V 12 A di= 
ACCT. TWo BUSSES: ONE FOR NUM- odes; and related. Also axial capacitors li/ | 


ae 


Re- 


‘S5P IC's, and 16/?#-series IC's. BERS; THE OTHER FOR INSTRUCTIONS. 6800 uf 16 V; 5/1500 uf 63 V; 4/220 uf 25 V; | 
|guires +40, 49) 45 VDC; 8bx63. w/pin-out $18. | Size: 4x42, wr: 2 Les. #ECR4835, $3.95 1000 uf 25 V; ae 56/668 SP and 10/4.%2 4m 
St ee ae ee om. * * 5 eS & x 8 Ow 7 7 * lee eeeeeaeeeteennetceneeeseneeeeenkeneeeeeeese | uf 35 V tantalums. 20x14; 5 1b. #803-195 $22. | 


,, PRINTER POWER SUPPLY as ECR COMPONENT PACKAGE DEAL THE ABOVE SEVEN 
s used with above. Has AC ITEMS WITH AN ECR-PREFIX WERE ORIGINALLY es 
outputs 2/24, 6, 18, 42- | components oF AN ELECTRONIC CarRD READER SYS~ P8085 PROCESSOR 
/ 14-0-14-42 V from 115 VAC} Tem, THEY MAY BE PURCHASED INDIVIDUAILY AS : 
60 Hz input. DC rectifica-}| MARKED OR TOGETHER AS A PACKAGE FOR $45.00 ; : .. #217D-244 CONTROLLER CPU, | 
*tion required for proper - se directed electro-mechanical | © 
Also has line filter for external i f m functions of printer, Has ~ 
, for cover interlock, and two fuses. ne CONTROL ASSEMBLIES on ‘ wa P P8085 MPU with 5.7143 Mhz 

lbs sh wt. #803-101, $14.95 Ch Ps na 9x4 HEATSINK. Used, pees ey eee crystal, 2/8255A program= 
EXCELLENT YIELD ON ; ee wae @ mable peripherial inter-~ 


Bice we: antes bnew ce face, 6253 programmable jf — 
a." Se ine oct: | nn ere ee Oe 
tx ke Kk OK OK OK x *k * x *x* * kK *k , a 1/0, 4/8205 one of = ; 
7 soe Bee ane le SE. ORDER BY NUMBER coder, nine 3541 FIFO shift register, 4/2111-]} 
oy INTERFACE, has 8080A mi- } /RANSLSTOR CONTROL ASSEMBLY WITH DIODES. RAM, 7400, 3/741S00, 7419125, 741S161. Sockets 
=) mrefaic pep ai 251 pro- for 6/2708. +12,-12, +5,-5 VDC req. $100.00 


| 
| 
' 
| ee des ‘ pide 8/TO-3 60v (simictarR To 2N3GO55) ann 8/TO-66 sere | 
| eo rman ON [igs asi O7e255 pro. | (SIMILIAR TO 2N3054) 60v Transistors, 8/0.4 | == =/20o 2 ES oe 
on , Pp oxM SW and 8/30Hm QW resistors, 8/D0-4 Diopes | 4217-246 PROCESSOR CPU, 

| 

| 


' ? i] a gt E Ps 
4 tag is a= grammable peripherial in- | wiry jnsucaTED MOUNTING HARDWARE. #7729 $5.75 | has P8085 w/5.185 Mhz 


2 aa, veTface, 8224 clock gen= 
4 erator, 8228 controller, TRANSISTOR CONTROL ASSEMBLY, contains 8/TO-3 crystal, Seep ke 
3/6205 decoders, MC14411 baud rate generator, | AND 8/TO-66 AND EMITTER RESTS TORE Ae above pg hon in Seach 
'4/2111-4 256x4 RAM 2 , 0 SMALL DIODES AND RESISTORS : 
6x4 RAM, 4/4804 1024x4 RAM, 74123, #0 $ 74193) and 7445244. Also 


‘4 ea = sockets for 4/2708 EPROM. 
es for baud rates 75-110-154,5-150-200- | 8/100v TO-3 ano 2/60v TO-66 TRANSISTORS, FIVE Requires +5 ee (plus +12 


600-1200-1800~2400-3600-4800-7200-9600 0.4 onm 10 W Resistors, morE.#095-8139 $4.00 | and -5 voc ror 2708's). Originally used with” 


/ 

} 

| 

ets for 2/2708 EPROM. Provisions for 
| ea 2/2708, 4/4804, 6251, and second- Datanetics keyboard; 10x7. W/pin-outs, $60. iJ 
| ary transmit-receive components. Requires =] \\_MI2 DESIGN 2400 MATRIX PRINTER, 

F and +5 VDC; 7$xl0%. With pin-out, $65. 4180 cps bidirectional;. 0-132 or PRINTER LOGIC BOARD {i 


A 


G, and TAL S04 Also. four Bp laee Der CONTROL CLUTCH ASSEMBLY ano HEATSINK 9X4 IN. 


TOR tS in Sit ee ee ee ae ”. coemgeees (0-158 columns, 96 character set ant: ake 
#217D-249 SERIAL INTER- : ; yp Pplus elongated print feature. PRINTER LOGIC PC BOARD #f 120 =e 
Fi has 8212 &bit Units are aold “AS-IS, repairs with over 100 each 74- = i 
inout-output port, 8251, require:/no documentation." 175 | series IC's, sockets, 
MC1441], 75188, 75189, lbs sh. Used, as-is, $400.00; and tantalum capacitors 
741S06, 741S10, two ; As-is, less printhead, $300.00 --plus C8008 CPU, 8/2102! 
(415245, 1.8432 Mhz erys- ee. PRINTER EXERCISER for the above RAM, 10/1702 PROM, six $ 
tal, five 8-place DIP + ys printer; selectable baud. rates from 50 to 3341 FIFO, AY5-1013 UaRT 
Switches for baud select as on #217E-238 in- 9600. Uses S080A, 8255A, 8251, 8224, 8228, & etc. Part of matrix a * erlaats 
ace. Provision secondary xmit-receive 4/2708's. In transit case; 8 lbs sh. $100.00 printer; w/pin-out. 20sx14. #2178-224, $35. 


| P8085 CPU, 
8212 B-bit 1/0 1.75) 


12.95 


$9.95 © 
"8208 decoder, 
»8228 control, 


$4.95 

2.00 
4.50 
8255 programmer 4.95 
2214 RAM® $4.95 4/317. 
MG@14411 baud gen $9. 
Jo4Y FIFO $4. 4/314. 
7400 ‘ 


80804, CPU, 


| 1703 RF-IF amp 3/$1. CL903L CdSe photo 2/}1 
)RFALOS lithi reflective transducer, $1.25 


| CMos IC's, z00d pull-outs w/'79 date codes: 


4069 3/1. 


4024BE 3/#l. 


4060BE 2/1. 


IM-340T-12 w/heatsink, $1.50 MC5403P 3/$1. 


| MPS6513 equivalent (Motorola w/0139 house #) 


NPN RF transistor; 30 V, to 330 Mhz. 6/$1. 


| MPSAl14 NPN dar] 5/31. 


 2N2222A NPN 6/$2. 


2N6546 unijunct 7iLy 
TIP140 NPN darl. 95¢ 
TIP145 PNP darl $1.00 


50 PIV 20/#1. 
400 PIV 15/1. 
1000 PIV 10/91. 


| 5 AMP 800 PIV, $1.75 


MR-sries, 6 AMP 
MR750 50 PIV 
MR751 100 * 
MR752 200 * 
MR754 400 " 


85¢ 
95¢ 
$1.10 
1.25 


2N3055 NPN 10 a, 75¢ 
2N4126 PNP lo-no 6/$1 
TIP120 NPN darl. 75¢ 
TIP142 NPN darl. $1.00 
7808 8 v reg., 3/$1. 


35 AMP 50 PIV $1.80 
100m f= 3.0 
600 * 3.50 
1N3890 100V 12A 4/83. 
ZENERS, 1 W: 3.3 3.9 
Ale Opava) 4/'D1'. 
li Gumel oe OnV, wove). 
1N2974B, 10 W10V 
5% stud mt. $1.25 


| 1N1357Ra ZENER, 10 W 18 V 5% rev-polerity $1. 
| VaRo VTaz00/S 200 V 25 amp 


bridge rectifier, 
'e.t. cathode, stud mount, $1.00 ea. 4/$3. 

' #50-100A RECTIFIER, 50 V 100 A conservative; 
no hardware or piztail. House #; 2xl". $2. 

| GEfA70BX113, 200 PIV 100 A, no hardware $3.50 


RED, T-1{ size 8/$1. GREEN 6/$1. 

Bom DARK RED, HP5082-4697, 6/$1.00 
: 7-SEGMENT NUMERIC DISPLAY, com-= 
mon anode, lefthand decimal HP5082e7730 $1. 


| SLA=2 DISPLAY; .33", = or =1 and 1, 2/$1.00 


Bm JUMPERS 


| PCB jumpers, unused.- 


| PH? Size 


f 24-pin stnd. 


8-pin low-profile 5/$1. 
14-pin wire wrap 6/#2. 
14-pin standard 


1¢ SOCKETS 


y] : 
3/$l. 
5/$2. 
$1.00 


16-pin 
20-pin 
24-pin 
28-pin 
40=pin 


1.De 
1l.p. 35¢ 
l.p. 40¢ 
l.p. 45¢ 
stnd. 


16-pin stnd. 
18-pin leDe 
22-pin l.p. 


28-pin stnd. 


#50-14P2; 
43=16P1; 
44-16F2; 
43—=24P1; 
60-24P2; 
57-28P2; 
44~-40P2; 

9-14P1; 


PC BOARD JUMPERS with IC plug and DP25P, 16": 
16=pin, #16/DP25P $4. 24-pin, #24/DP25P, $5. 


two 
one 
two 
one 
two 
two 
two 
one 


14-pin, 18" long, 
16-pin, V4 
16-pin, 
24-pin, 
24-pin, 
28-pin, 
40-pin, 


>. Seas 3 
14-p, 23* loose leads, $1.75 


TEXAS INSTRUMENTS SEMICONDUCTOR MEMORY DATA 
BOOK (1975), 272 pages, $1.00 


COPPERCLAD PCB 


Single-side copperclad etch- 
ing board for making printed 
circuits. Phenolic (PH) or 
fiberglass (FIB) backed as 
noted. Some drilled (da). 


Size Price Size Price 
4x18 miro 7xe0(d jogo. doxee go. 50 
16x18; $2.75 


ORK kk kK OR OR OR OK OK OK OK ke OK 
VERY THIN CCPPERCLAD, less than half thick- 
hess of above; easily flexed to make cylin- 
ders, RF shield, or laminates; fiberglass 
core, Single-sided (SS) or double-sided (Ds). 
Size Th Price Size Th Price 
VIC-SS 14x18 .019" $1.75 18x24 .015"92.25 
VTC=DS 11x14 .031" 2.00 22x28 .006" 2,50 
BUY 5 or more one type, take 20% off price. 


Frice 


5/$1.° 


WORD PROCESSOR 
KEYBOARD, has 
standard 58- 
key typewriter 
format, 135-key 
alpha pad, and 


= 
SEtesets = 

: eS SO ee 
a 
a NT 53-keys with 


editing designations such as READ, WRITE, 
SENTENCE, PARAGRAPH, LINE INSERT CHAR, LINE 
DELETE CHAR, SEARCH, LOCATE, MERGE, COMBINE, 
LIST, COPY TAKE, PROOF TAKE, etc. (Copy of 
layout available upon request with SASE). 
Keys gray, black, and blue; eight IC's in- 
cluding SW-11830 controller. Requires +5 VDC, 
-12 VDC. No further info available. 84x19, 

17 lbs sh. Microswitch #125Dl2-1 NEW $29.95 
hh a Rags ae ee 


= oe om 


KS Shee 


CORTRON KEYBOARD 
with ferrite core je. ‘om. 
key switches. Has@ bm ij 
standard 54-key od 
typewriter for- 

mat, 12-key num- ae Wa a. 

eric pad, and 17 entry keys (4 unmarked). 
Butterscotch-brown and beige keys; looks 

like serial input. With IC's 2/7403, 7405, 
74155, 4/74145, 745287, 3/74LS00, L502, 2/ 
Ls04, 2/1510, LSO8, LSll1, LS14, Ls20, 4/LsS74, 
2/LS93, CA3086, MC833P, and 80-551276 con- 
troller. Requires +5 and -12 VDC; No further 
info. 6£x18Z, 4 lbs. #55-500168 NEW, $21.95 


® KEYTRONICS KEY- 
BOARD with stan: 
dard 54-key 
typewriter for- 
esl ae mat and 12-ene- 
e grey and blue; no electron: 
lbs. #465-01684, NEW, $18.95 


INDUCTOR BOARD, has 3/200 uH 
and 2/1200 uH inductors $"H x 
1-3/8" dia; also 3/4000 mf 20V 
3/3000 mf 25 V axial capacitor 
2N5039, 2N2219, IM3s9, 1741. 
3 lbs sh wt. #54-014535, 92.95 


ARCADE 


"JOY STICK" CONTROL 
PANEL, originally 
p/o arcade video 
space game. Has two 
®*joy sticks" --one 
moves left-right/up-down, the other left- 
right only. Each position actuates SPDT VS- 
style Microswitch. 

; mounted on 4x13px2 steel panel. 6 lbs 
sh wt. #JS-4P-2P, used, $7.95 each. 


DIODE w/BUILT-IN | GENERAL INSTRUMENT 
HEATSINK, apprex | FULL-WaVE RECTIFI- 
100 V 50 amp; 2% | ER BRIDGES, new: 

_ *™» x2" dia plus pig-| #KBPC25-02, 25 emp 
tail. Removed f 200 V, $2.25 
equipment. #KBPC6005, 6 amp 
#KS19404, $2.50 50 V, $1.25 

S-pin broad- 


Trimmer 
B side; 3/8" sq 


* KK OK OK OK WK KK KR OK OK 
plastic. 50K 4/$1. 


TRIMMER ASSORTMENT, mixed * 
PRE ELSE GRE 
CERMET and other marufacturers; all 4" sq. 
TYPES 170-171 2/$1. 172 3/$1. 


WESTON 804P, 


e 171T; metal top adj. S= 
pin thin side: 200 500K 1M 


Type 171S; side adj: 200 100K 250K SOOK 1M 


Type 172; wire leads: 100 200 1K 2K 5K 10K 
25K 50K 100K 250K 500K 1M 


Commercially designed PC 
WistVi@i @@eeR@S-@ boards w/position info; 
less components. 


#217D-101 EPROM BOARD for eight 1702A EPROM, 
4/7404, 2/3404; w/edge connector, $400 $2. 
#217D-136 2K RAM BOARD for sixteen 2102 RAM, 
7/7404, 7420; with edge connector, $5700 $3. 


* MICROPROCESSOR CIRCUIT BOARD, 
has C4004 Pechannel micropro-=- 

- cessor, 4/P4001 256x@=bit 
PROM, 2/P4002=1 320=bit RAM 
and 4-bit output port, 3/4003 
10-bit serial in/parallel-=ser- 
ial out shift register, plus 
53 transistors. #IC-07, $5.50 


TAKE 25% OFF 
TOTAL PRICE WHEN YOU BUY 
ANY 4 CIRCUIT BOARDS BELOW 


POWER SUPPLY REGULATOR BOARD, 2/3401 quad op-= 
amps, 5/741 op-amps, 3/2N5958, 8/2N2222, 4 
2N2906, 2N3054, ete. 2 lbs. #PSR32-Al, $2.50 


RECTIFIER SCR BOARD with 3/GE122F 50 V 8 amp 
SCR; 13/1N5402 200 V 3 A; 6/0.39 ohm 5 W and 
5 ohm 25 W resistors, ete. #PSRS2-A2, $2.25 


12-DIGIT FLUORESCENT DISPLAY using DG-10A 
1-5/16"H tubes with 5/16*H display; 21 trans- 
istors, two IC's, capacitors, resistors, etc. 
22-contacts on 5¢x3-3/8 board. #QP-3304 $3.95 
FAIRCHILD IC'S: 4/9002, 2/9015, 2/9016, 74180 
3/9024, 2/9602, 9/2N2222 plus resistors, di- 
odes, etc. 2 lbs. sh. #C200504Gl1, $1.95 


TALLY OSCILLATOR, ferrite soils 81.9-72.5- 
44.7-42.9-55.6-34.9-30.2 mHy, 39/50 V: capaci- 
tors .001 to .47 mf, 9/2N3565, 2N3643. ¢ 
TWELVE DIGIT FLUORESCENT DISPLAY # _. 

#P0S2, 3/8" DIGITS WITH CHARACT- 225 
ERS QO THRU 9, -, -, ', AND DECI- 
MAL POINT. [UBES ABOUT 2" HIGH. 
Acso 2/M5812 counter IC's, 27 
TRANSISTORS, AND OTHER PARTS» $6.95 
9x83x2%, SHPG. WT: 4 LBS. * : 
DIODE MATRIX 34 X 20 contains 90 DiopEs 
1IN4004 or Equac. 6xl| #005330 3.95 
DIODE MATRIX 25 X 7, 23 TRANSISTORS, DIODES 
wiTH 22 PIN sockeT. 7x44, #2010200 

CORE MEMORY ARRAY 2 secTIONS EACH 52. X 52 
Board size 13xl3xlt #2162301 5 ta $3.95 
SMALL CORE MEMORY ARRAY, SECTIONS APPROX 
65x15 EACH. 4 REED RELAYS 2/3PST, 2/5PST 
7x44xi #2006000 $2.95 


ENDERSOR DRIVER 4/DM885| DUAL RETRIGGERABLE 
MVBR, 7474, 9109 HIGH VOLTAGE HEX INVERTER, 
2/7400, 7420, 7406, 18 Bypass CAPACTTORS. 

TO-3TRANSISTOR ETC | LB #484-000180! $1.50 


CARD READER CONTAINS A TEN SECTION pat Pts 
5/7410 
$602 


iss 


5/4009, 2/4010 


C 05484293; 3/400, 2/4002, 
4/4011, 2/4012, 7/4013, 4021, 2/4032,” 7/4023 
2/4025, 2513 a 64x8x5 CHARACTER GENERATOR 


417. 9x7, sH wT 2tes #84293 $7.50 
CMOS-K!1; 6/4008, 4/4009, 4/4011, 2/4012 
7/4013, 9/4016, 5/4022, 2/4023, 4024,5/4040 
9x74, SH. wT. 2 Les #CM0S 84292 $6.95 
CMOS #14007; 4/4001, 2/4011, 2/4013, 4042, 
4558 DUAL OP-AMP, 28 TRANSISTORS, MANY RESIS 
Tors, capacitors. | LB #14007 $2.95 


IC BOARD eee 3/9322 quad 2 INPUT MULTI- 
pLexer, 7402, 7404, 7406, 7410, 3/7438, 741, 
7442. ‘1 te #595254 $1.95 


REED RELAY BOARDS LisTED BELOW CONTAIN I2VDC 
REED KELAYS AND ASSOCIATED COMPONENTS. ORDER 
BY BOARD NUMBER. SH WT. 3 LBs. 


#5336 1/DPST, 4/5PST, 2/4PST, mercury wet- 
ted relay SPDT, 26 diodes. $5.95 
12/SPST, DPST, 2/DPST mercury wetted. 
5 transistors, 51 diodes, capacitors 
3/25 mf 50 V and 1/47 mf 35 Ve $5.95 
#5361 3/DPST, 4/SPST, mercury wetted SPDT, 
6 transistors, 24 diodes, and misc 
capacitors and resistors. $3.95 
#215D339 Hight Clare HGSM 7004 mercury 
wetted relays on board, $3.95 


#5346 


REGULATOR and PREREGULATOR CARDS, w/current 
limit and OVP. Not complete regulator. Has 
transistors, diodes, zeners, resistors, ca~ 
pacitors. Needs about -50 VDC f/preregulator. 
RB4561-4, for 4 to 5 V. regulator, $2.50 
RB6428=32, for 32 to 36 V. regulator, $2.00 
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VISIT OUR 


GOING NORTH 
w USE EXIT 125 (turn Ae) 
es Designated 309 - 117 
Lima - Kenton 


GOING SOUTH 
USE EXIT 125B (turn right) 
Designated 309W - 117 
Lima - Kenton 


RT. U.S. 30S - 309 


SALES ROOM 


9 A.M to 5:30 P.M. 
MONDAY THRU FRIDAY 


ALLEN 
COUNTY 
AIRPORT 


9 A.M. to 1 P.M. SATURDAY 
TV LOUNGE FOR THE FAMILY 


'S@20-2520 MHZ ASSEMBLY 


LOCAL OSCILLATOR ‘ og 
ASSEMBLY, 1820- pS 


2520 Mhz using os, 
klyatron in tuneble Fain, 
reflex cavity and rusatanes 


hree separate probe coupled out- . 
Lats Requires bean ‘hd -300 to -600 
vVpc (reflector), 300 to- -475 VDC (control 
arid bias), -300 ype (beam), and 6.3 VAC fil 
ament. The reflector voltage and the cavity 
tuning are the primary frequency determining 
components. Includes cables with S-BNC con- 
nectors, schematic and bi ea info. 12x4x4 
5 lbs. #0SC/R418 w/6HM6 $95.00; less 6BM6 $50 


1700-2400 Mhz FRE- 
SELECTOR, consists 
of two separate 
cavities which at 
@. 1715 Mhz have an in 
’ “Mes sertion loss of 3 
db and a 21 Mhz bandwidth. Also has 1N21B 
erystal mixer which produces 120 Mhz output 
when 1820-2520 Mhz injection frequency is 
used. Originally part of R418/TRC-29 recei- 
ver; has type C connection for RF input and 
BNC connections for output and injection. 
W/info; 93x3zx34, 4 lbs. #PRE/TRC29, $24.95 


6 OHM 400 WATTS 


POWER LOAD RESISTOR PAIR, 
each 8 ohms 400 watts ee" 
lg X 1$* dia; usable for 
audio when non-inductive 
loads are not required. : 
Includes mounting brack- 
et; 3 lbs. #RES-8-400PR, NEW $12. 
DALE 8 OHM 100 W 5% RESISTOR, 63x2, $2.00 ea 
2 OHM 200 WATT SLIDER ADJUST, 10$x13, $1.95 


COMPUTER SUPPLY 


COMPUTER POWER SUPPLY 
with popular outputs 28 
VDC 9.6 amps and regula: 
ted 5 VDC 5 A, 12 VDC 
5A, -12 V2 A, -6.8 V 
0.8 A. Operates from 100: 
ae 125 VAC 60 Hz. Supply has 
" Many useful components such as trans- 
former rated 39.8 VCT 8.5 A and 22.7 V 12 A, 
front panel w/(4) 10x2-7/8x1l¢ heatsinks and 
six 2N3055 transistors, (2) KB25005 bridge 
rectifiers, capacitors (3) 51000 mf and one 
19000 mf 40 VDC, regulator PC card, other 
parts. Made in Cenada for NCR. 10¢x14x12, 65 
lbs sh. #M32-01-775, unused, $29.95; 2/ $50. 
kk koe KOR RoW Re ROR Gk SORIOR Ege & 


HEATSINK/2N3055 PANEL f/above, #HS-M32, S 


SCR. REATSINK ASSY 


SILICON RECTIFIER BRIDGE, single 
phase half-wave; GE #C014114Cx5 
or equivalent. Rating approx 500 
V 35 amps. 7x64x5, 4 lbs sh. 
#KS-19576L1, used, $8.95 


VARACTOR 


TV TUNER for channels 2 
thru 83; output into 757. 
termination, 20 mv-rms min, 
Tuning voltage 0.4 to 30 VDC; 300 or 75) an- 
tenna input. Sylvania mfg; with pinout info. 
$xl3x5, 1 lb. #10528D3B, unused, $14.95 


6 VDC i2 AMP 


1 GLOBE 6 VDC 12 AMP HOUR 
| RECHARGEABLE GEL-CELL, in 
sealed red plastic oase; 
slip terminals. 54x44x2%, 
6 lbs sh. #GC6120, NEW, 
$16.95 ea or 2 for $31. 


SWIVEL CASTERS 


SWIVEL PLATE CASTERS, .re- 
moved from computer equip-= 
ment; 34" dia X 7/8" wide 
rubber wheel with 3ex2k 
awivel mounting plate. 

2 lbs’ #SW-CAST $2.50; 4/37 


S-GANG 13-402 PF 


‘ per section 
& VARIsBLE CAPAC- 
ITOR w/remova- 
ble gearhead 
: for spline tun- 
ing or 3m aie shaft. 10x4x24, 2 lbs 
sh. #C111/ARN-6, $5.95 ea; 2 for $10. 
TEKTRONIX SCOPES 
TEXTRONIX 545A OSCILLOSCOPE w/ 
_s Type CA DUAL-TRACE plug-in; DC 
~@°@ to 30 Mhz mainframe (24 Mhz 
@ @i w/CA), sweep delay, two time 
® bases, and 4x10 om display. 
¢26s @'@* Sweep: 0.1 usec to 5 sec/om in 
@s¢ @ @s 24 calibrated steps, variable 
*e¢ e es 12 sec/cm (Time Base A); 2 usec 
> oe -..$ to 1 sec/om in 18 calibrated 
ene I steps (B). Delay 2 usec tol gs 
in 18 calibrated steps. Amplitude calibrator 
0.2 mv to 100 V p-p in 18-steps. 5X magnifi- 


er; usable with all "letter"-series TEX plug- 


ins. Requires 115/230 VAC. 17x13¢x24, 75 lbs. 
Used, ,reparable $295.00; Checked, $375 00 

* eK OR KK RK KK RO Re 
TIKTRONIX 585A SCOPE, similar to se except 
DC to 85 Mhz response and includes Type 82 
dual-trece plug-in. Used, reparable, $425.00 
Checked 585A mainframe w/reparable 82, $495. 


CLASS CGC POWER AMP 


CLASS C POWER AMPLIFIER 

removed from T-195/GRC 

100 watt transmitter; 

uses 4X150D tube to 

cover 1.5 to 20 Mhz in 

ten bands using varia- 

ble and fixed capaci- 

tors, switches, and 400 

Hz servo motor. Chassis 

also has discriminator and servo RS 
Requires -1000 VDC modulated, -250 VDC, -45 
VDC, and 115 Vac 400 Hz for motor. Ine ludea 
tubes sige 5751, 6AQ5, 5763 and schematic 
info. 94x84x6, 15 lbs sh. #PA/T195 used $65. 
--See page 25 for other T-195 sssemblies.-- 


PHANTOM ANTENNA 


GP PHANTOM ANTENNA as used 
with WW-II 350-9050 Khz air- 
craft ransmitters to monitor 
RF at remote point. Has 34" rd 
O-10 RF ammeter, 10 KV 0.0002 
sand 0.0005 mf G2 mica mittinzg 
B= capacitors, 12-nickel-plated 
terminal posts in 14x12x9q¢ alumi- 
num case w/hinged top; 22 lbs. Unused, $35.00 


AVM UdAWad WV 


yawns 3 PLOl 


isnf $1 d09 


is 


ZO8Sb YQ) ‘BUY 


xOH O d 


soil 


oro ‘PMI 
divd 


vL ON Weed 
dovisOd ‘Ss | - 


R-389/URR VLF RECEI- 

VER, Collins manu- 

factured set covers 

15-1500 Khz AM-Ci/- 

MCW in two ranges, 

7-bands. Dual con- 

version with 10 Mhz 

lst IF, 455 Khz 2nd. [ie 

IF selectivity: 100 Hz to 8 Khz re five 


AUDIO SNe na BFO ee and 500 ohm | 
audio output impedance; 39 tubes. R-389's ; 

are being sold "less Line Level and Carrier 
Level meters" which the government removed. 
While these meters are an asset to the reoei- 
ver, they 
operation 
50-60 Hz; 
ble, less meters, $250.00; power input con- | 
nector, $6.00; MANUAL, partial repro, $17 


SG-93/URM-75 SWEEP GE 
ATOR, covers 5-220 Mhz 
in two bands; marker 


of the R-389,. Requires 115/250 VAC 


deviation upto 12 Mhz 
variable; fixed 60 Hz 
sweep rate. 10 Mhz crys 
ae tal calibrator can be 
a= modulated by 600 Hz audio ae 
Bias 0 to -12 VDC. With tubes 5/6BQ7, 124 
6BJ6, 7Z4, Reqires 115 VAC 60 Hz. 10x15z 
35 lbs sh wt. Used, reparable, $45.00 
Manual, partial repro, $8.50 w/set pure! 


R- 12650 VHF 


R-1250/GR VHF 
RECEIVER, 
transistor- 
ized single = 
channel ny, ae 
erystal-controlled in the 118 to 148 Mhz 
range. Two stages RF and mixer shielded; pty 
Mhz crystal IF filter. Uses CR-98-style c 
tal (not inoluded). Controls for on-off/audio 
gain, RF gain, squelch, 600 ohm phone jack. 
Requires 115/230 VAC 50-60 Hz; Wilcox mfg 
4x19x8, 9 lbs sh. Used, reparable-clean, 


are not essential to the overall Jf 


103x19x174, 90 lbs sh. Used-repara-| 


